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Hydroſtatich and Hhdrauli che, 


PHILOSOPHICAL and PRACTICAL. 
3 | WHEREIN | 
The moſt "reaſonable and advantageous METH oDs of 
raiſing and conducting Water, for the watering Noblemens and 
Gentlemens Seats, Buildings, Gardens, Sc. are carefully (and in a 
Manner not yet publiſh'd in any Language) laid down. 


= I IN ING IN GENERAL | 4 YE 

A Phyſico-mechanical Enquiry into the Original and Riſe of SpRINGS, 
and of all the Hypotheſes relating thereto ; as alſo the Principles of Water- a 
works, and the Draughts and Deſcriptions of ſome of the beſt Engines for 
raiſing and diſtributing WATER, for the Supply of Country Seats, Cities, 
Towns corporate, c. En; Ot 3 

'Deduc'd from the Theory of Archimedes, Gallileo, Torricelli, Boyle, Wallis, Plot, 

Hol, Marriotte, Deſaguliers, Derham, - Hawksbee, and others. 

Reduc'd to Practice by Yitrawins, Bockler, de Cans, and other Architects amongſt the an. 
cient Romans, lzakaxs, French, Flemmings, and Duteb, and much improv'd by later 
Practice and Experience. Y | . 1 

bk. IIluſtrated and Explain'd by Sixty Copper Cuts, done by the beſt Hands, of the Priu- 
7 + : ciples which tend to the Explanation of the whole, and of rural Groteſque, and cheap De- 
_—_  :- ſigns for Reſeryoirs, Cataracts and Caſcades of WATER, Canals, Balins, Fountains, &c, 
> Collected from the beſt of the Italiqu and French Deſigns (together with ſome new ones of the 
Author's own Invention) few of which have ever appear'd in Books of Hydroſtaticks, Cc. 


=. | VOLUME IE 
By STEPHEN SITZ E R. 


Sun quippe (Hydroſtaticz) artis tbeore mata & proble mata maximam parte m genuina & pul- 
cbella ſobcles rationis circa argumenta attente penſitata rite ſe exerern ti. Etenim com- 
plura ſunt, non ex familiarihus moda ſua, G abſtruſiritus niturx Phenominis que nunquan 
Caprentur penitus neque Explicabuntur dilucids ab iis qui beſpites ſunt. in Hydriſtaticis : a_ 

quorum Principiis pendent, &c. : Boyle's Paradox, Hydroſtat. Præfat. 


Erinted for T. ASTLEY at the Roſe, S. AUSTEN, at the Angel, in St. Pau!'s 


Church-Yard ; and L. GIILIVER, at Homer's Head againſt St. Dunſtan” A 
'Church, Fleet ſtreet: M Dcc.xxtx. : | 1 8 nſtan's | 
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TO. THE 
RIGHT HoNoURABLE 
W-41 + E S-&- Mb 
Baron and Earl of Inchiquin, 


Baron of Burren in the Kingdom of Ireland, 
and Knight of the moſt Honourable Order of 
the Bath. 


Mx Lord, 

E greateſt Succeſs I can promiſe myſelf 
next to the ſincere Endeavours I have been 
at in making theſe Volumes of Hydroſtaticks 
and Hydraulicks diverting and uſeful to the 
World) is the Happineſs 1 enjoy of preſent- 
ing them to the Patronage and Protection of Noblemen, 
who may (with ſo much Juſtice) be plac d amongſt the 
moſt benevolent and friendly Patrons of Mankind, and 
from whom I have received ſuch repeated Marks of 


Favour and Friendſhip. 


A 2 I ENO M 


DEDICATION: 

I xxow not well, my Lord, what kind Luminary it 
was which directed me to the Felicity, I am now ac- 
knowledging : But the Reflection thereon is ſuch as (I 
muſt with Gratitude own) warms my Imagination, and 
poliſhes the rugged Face of thoſe Difficulties, with which 
Perſons in my Sphere are unavoidably artended ; and. 
my Happineſs is ſtill heightened, when, to the Friend- 
ſh.p before- mentioned, I add that of your Lordſhip's 
Affection to all thoſe uſctul Improvements, which for ſo 
many Years have been the Subject of my Attention and. 
Study. Perſons of your Lordſhip's Figure in the World, 
are like the Sun (the principal Subject of all our Philo- 
ſophical Enquiries) which, tho' plac'd at ſo immenſe a 
Diſtance above this lower Region; yet, by the great In- 
fluence it has over ſublunary Beings, diſpels the gloomy 
Shades of the Night, and introduces the Gaicty of the 


lovely Day. 


Tux Subjects I here preſent your Lordſhip with, as 
they are of the greateſt Importance. to the vegetable and. 
animal Life; ſo they juſtly. furniſh- ics Obſervers, with 


ſome. of the. moſt exterior, deepeſt, and moſt philoſo- 
phical Reſcarches, of any in the whole Boſom of Nature, 


as well as the Proſpect of ſome of the exterior, and moſt: 
ſtupendouſſy amazing of all her Works. *Tis the Con- 
templation of theſe Objects, which raiſes an uncommon 
Pleaſure in the Imagination, and fills the Soul with I. 
deas, Great and Noble as itſelf. 
Wu r., more admirable than an Enquiry into the Bein g 
and Actions of thoſe Powers, by which this ſeemingly in. 
diſſoluble Wor Id is. (by a due and regular Circulation) : 
held and maintain d; and at the Ceſſation of which, 
Nature would: ſoon be reduc d to the greateſt Agonies 
and. 


DE DTOGATTO N. 
nd Convulſions, and be forc'd co ſubmit to her pri- 
mitive Nothing. 


War more magnificent than thoſe voluminous 
Scenes and Ridges of Mountains and Hills involv'd in 
one another, and ſpouting out Rivers for the Supply 
of Mankind! Landskips ſo truly magnificent and great, 
that they fling the Imagination into thoſe pleaſing Aſto- 
niſkments, which the Vivacity of ſuch Objects, the pre- 
cipitate Cadences of Fountains, Cataracts and Caſcades 
of Water, affords to its admiring Spectators (permit 
me, my Lord, to tranſcribe the Words of onc of the 
beſt Authors of this or the laſt Age) ſur Proſpects are 
as pleaſing to the Fancy, as the Speculations of Eternity 
and Inſinitude are to the Underſtanding, the Beholder 16 
quickly tired with Hills and Vallies, obere every thing con- 
tinues fix d, and ſettled in the ſame Place and Poſture, but 
his Thoughts are always relieved at the Sight of ſuch Objects 
as are ever in Motion, and ſliding away from his Eyes. 
And truly, my Lord, whatever the Opinion of ſome 
Moderns may be, who decry Water as too aguiſh and 
cold for this Region and Climate; yet I. humbly con- 
ceive, that wherever its Current or Paffage is ſwift, and 
thereby free from Stagnation, nothing in Nature can be 
more pleaſant, nor any Scat compleat without it. 

IT #& thy (maya continue the Words of that learned 
Author) which ſerves: for: a continual Refreſhment, and 
takes off from that Satiety, of which Mankind are too apt 
to complain; it is thu; that beſtows Charms upon 4 Mon- 
ſter, and makes even the Imperfections of human Na- 
ture pleaſing; it is this that recommends Variety, where 
the Mind is continually taken up with formething that is old, 
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or called oſt to what is new. It is ſuch enlarged and noble 


Objects which enlarge the Mind aneto; nor can there be 
any thing more enlivening to the Fancy, than the Proſpect 
of Rivers, fet-d eaux or Falls of Water, when diſpoled 


well, and at proper Diſtances. 
Ho w well, my Lord, I have acquitted myſelf in the 


Purſuit of theſe noble Objects and Enquiries, mult be 


left to the Deciſion of this diſcerning Age. Thus much is 
certain, that what Judgment ſoever is paſs'd upon the 
Perfections or 13 of this Undertaking, the 
World will be oblig'd to own, that I can diſtinguiſh well 
in the Choice I have made of preſenting theſe Papers 
to your Lordſhip, and that I am more than happy in 
the Pleaſure (I am allow d) of ſubſcribing myſelt, 


My Lo Rp, 


Tour Lordſhip's Moſt Obliged, 
Moſt Obedient 


Humble Servant, 


STEPHEN SWI TZ ER. 
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ADVERTISEMENT 
The SECOND VOLUME. 


7 HAT the Reader may be ſatisfy'd why this Work is divided 


iuto two Volumes, rather than bonnd up in one, as was at firſt 
zntended, it will be proper (I humbly conceive). in this Place 
to acquaint him, that the Length of the Subject, and the great 
Number of the Cuts, have made the Bulk of the Book much larger 


than at firſt it was ſuppos d it wonld 5 and that if it had been bound 


up in one Volume, it would have been too cumberſome, and the Diffi- 
culty of folding and unfolding of the Cuts would have bees trouble- 


ſome : On which Account, it was thought proper to divide it into two 
Volumes but ſo as to maintain the ſame running Title, and to break. 


off” at a Place where the Cuts would come in ſo well, as to finiſÞ 


and compleat. this ſecond Volume, without any great Enlargement 


of” the Price, or any other Detriment to the curious Reader. 
THE Author alſo takes this Opportunity. of acknowledging the 

Obligations he has to thoſe Noblemen and 2 

nerous „ this Deſign was firſt ſet on Foot, but which, 

by reaſon of the Multiplicity of other Buſmeſs in which he is em- 


ploy'd, and the Tediouſneſs of collecting Subſtriptions equal to ſo 


expenſive a Work as this was found tobe, he has deſiſted from that Me- 


thod of printing it, and has not * it proper to print the Names 


of thoſe who did him that Honour, becauſe he had not Time to collet# 
them from but few ;5 but 5 he promiſes in Acknowledgment of 
their Favours, that ſuch Siubſtribers ſhall not only have the very 


firſt Cuts of all the Impreſſion, but ſhall alſo. have the Book at a 


more reaſonable Rate than thoſe-who did not ſubſcribe. From 
the Conceitedneſs of ſome part of the World, and the ill Nature 
of others, I am perſwaded how diſterent the Reception of this, as 
well as other Works, will be, according as the Humor or Intereſt 
of arfferent Parties prevail. IP 
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entlemen, by whoſe ge- 
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ADV ERTISEME NT. 

ONE of the greateſt Objectious I foreſte (and which indeed I 
hear of already) is, that a Work of this kind is not the proper 
Province of a Gar ener, and that perhaps he might as well have 
emplyy*'d himſelf in writing of Aſtronomy, or any other abſtruſe 
Science. To theſe I anſwer, that the Study of Hydroſtaticks does 
more particularly belong to a Gardener, than to any other Penſon 
whatſoever 5 wether it be conſidered in a Philoſophical Senſe, as 
t gives him an Inſight into the Proceſs of Nature in Vegeta- 
tzon, the Aſcenſion, Receſſion, or progreſſive Motion of Sap in 
Plants; or in a Mathematical Senſe, as it ſerves, for the Em- 
velliſhment of a Country Seat with Water; or of both, as it con- 
tains a Reſearch into the Gravity, Elaſticity and Progreſs of Air, 
and other Fluids, ſo neceſſary for the Preſervation of the vegetable, 
as well as animal World ; nor can an Eſſay of this Kind, if well 
endeavoured at, be, I humbly hope, by thoſe who are impartial, 
thought out of the Way, let it come from what Hand it will. 

ALL that I have to add, is, That I have ſpared no Pains in 
making this Collection as uſeful as I poſſibly could, for the Ser- 


vice of the World and if I have fallen ſhort of the Dignity of 
the Subjeft, or have been wanting in the Extraction I have made 


from other Authors, the good natur'd Reader will, tis humbly 
hop d, aſeribe it to Hurry rather than Neglect in the Author. 


oe *. 
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HyvpROSTATICES and HYpRAULICKS. 


as. 


BOOK III 


CH Af. XX. 
Of Hydraulicks, its Etymology, &c. 


HE Etymology or Derivation of Fydraulicks, (tho 
it is a Word rarely found in any of the Lexicons) is 
undoubtedly from xa, or rather vd'ezs agua, Wa- 
„ter, Or of, or belonging thereto; and «vas Tibicen, or 
„ Tibia, a Pipe: Since Vitruvius, Lib. 10. chap. 12. 
TN tells us, that the Ancients heretofore play'd all their 
Organs and other Inſtruments of Muſick of that kind (which we 
now play with Wind) by Water. 
« THE Organs, (ſays he) were play'd by the Help of two Suc- 
kets, which were pull'd up or let down in the Body of the Pump, 
which Suckets preſs'd the Air with Violence into a Funnel revers'd 
in a Copper Coffer, half full of Water, and preſs'd the Water, 
and conſtrain'd it ſo as to aſcend round about within the Coffer, 
which operated fo, that its Weight in making it re-enter into the 
Funnel, puſh'd the Air into the Pipes, and made them play, pro- 
„ ducing the ſame Effects which the Bellows did. 
TE learned Harris, in his Lexicon Technicum, ſays, that Oza- 
nam is miſtaken when he mixes and confounds Hydroſtaticks and Hy- 
draulicks one with another, ſince by the firſt is explain'd the natural 
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Equilibrium or Motion of Water and other Fluids, and by the latter 
the Force of Mechanical Engines for the forcing it up to great 
Heights. | 

AN theſe Engines are of many. and different Kinds; as 
Firſt, thoſe that are ſimple, as is the Siphon, Syringe, Antlia, or 
Single Pump, Screw Engine, .and the like. | 

THe ſecond are thoſe that are compounded of the Pump and o- 
ther Parts; as the Chain- Pump, Crankwork, Vibrating-Leaver, &c. 
the Wheels whereof are drove either by the Strength of Men, 
Horſes, Water, Wind, and the like. 

Tux laſt is the Fire-Engine; an Invention of that great Uſe and 
Facility of working (eſpecially in Coal- Minos) where it was at firſt 
chiefly deſign'd ; ſo that we may, without Arrogance, challenge the 


whole World for ſuch an Invention. 
Ir is requir'd in an Engine, that the Parts, whereof it is com- 


pos'd, be few, and thoſe very ſimple and plain; for although in all 
other Machines, as the Jack, Clock, and Watchwork, as alſo in 
raiſing a great Weight, there is a Neceſſity of a great Number of 
Wheels and Pullies, either to retard its Motion, and to keep it long 
from going down, or in the other Caſe, to make the Aſcent of hea- 
vy Bodies more eaſy and regular; to which mult be join'd, a moſt 
powerful Force. Yet in Machines for raiſing Water, the Caſe is al- 
ter d. And the Friction is ſo great in a great Number of Cogg- 
Wheels, Runlets, Sc. that the Machine goes heavy, and its Imper- 
fection is diſcover'd by that ſhocking and Noiſe which it makes, 
whilſt a good Machine goes eaſy and ſmooth, and almoſt as ſilent as 
2 Clock or a Watch, as whoever has ſeen that in B/enheim Bridge, 


Can teſtify, A 1 . 
Taz Ancients, as Vitruvius, lib. 10. cap. 21. ſets down, had ſe- 


veral ſorts of Engines for raiſing of Water. 
Tas firſt was the Tympan, of which there were two Sorts; one 


elevated a great deal of Water, but not very high, for it only moun- 
ted to the Axletree of the Tympan, which was a great Wheel made 
of Planks, which made two Bottoms divided into eight Parts from 
the Center to the Circumference, each Separation having-an Open- 
ing Half a Foot wide, near the Circumference, to draw the Water, 
which being elevated on the Axletree, ran through the Cavities 
which were hollowed in each Separation. 77 
TE ſecond Machine was a Wheel which elevated the Water as 
high as its Circumference, hy the Help of ſeveral Boxes, which 
were faſtened about it, and which pour'd out the Water into & 
Reeve, as the Wheel (having mounted) began to deicend. « 
| A 
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Tx third Machine was a Chain with Buckets, as the one moun- 
ted, the other deſcended, being drawn by the Axletree. | 
Tux fourth Machine was the Vice or Screw of Archimedes, with 
which, it was ſaid, he drain'd off the-Floods of the Nile, though 
Vitruvius makes no mention of the Inventor. This Vice was made 
of a long Beam, or Piece of Wood, ſixteen Times as long as its Dia- 
meter; about this Piece of Wood was put obliquely, a Hoop of 


Willow Wood, beſmear'd with Pitch, and it was conducted by tur- 
ning it round, by the Means of a Handle or Wheel, the Bottom 


of which was fix'd in the Water, and the Top on a Poſt ſet to 

the Height, te which a Man was to raiſe his Water; and of this 

; 3 there are ſeveral now in Uſe. But of this more in its Proper 
ace. 

Bur beſides this, the Ancients had Engines for drawin or raiſing, 
which they call'd by the general Name ef- HBudromia (as may be 
ſeen in the Chapter, where the Axis in Peritrochis is of) 
and were no other than for the drawing of Water out of Wells by a 
Chain and Bucket: But as all Engines of this Kind are now reduc'd 
into a more mechanical Method, they are now rank'd under the 
general Head of Hyarau/icks, as has been ſet down more at large 
in the Beginning of this Booo x. 

Ox this Kind there were Engines, Machines or Mills, call them 
which you will, chiefly made - Uſe of then, for the grinding of 
Corn amongſt the Romans, which, as Vitruvius, Lib. 10. Chap. 
Io. ſays, were mov'd by the Help of a great Wheel, which had 
many Wings, which we now call Pallats or Ladles, and forced 
by the Current. — 

ThE Axletree of this great Wheel travers'd another which had 
Coggs, that made the Lanthorn or Trundle Head go round, 
and which being plac'd horizontally, was travers'd with a Beam 
of Iron, which entring through above into an Iron in the 
Form of a Wedge, helped to faſten the Beam into the Mill. 
ſtone, . above which was the. Mill-hopper, in form of a Funnel. 
And thus far Vitruvius ſets down, as to Mills, Sc. chiefly uſed 
in thoſe Times, for grinding of Corn, and ſometimes for raifing of 
Water: But later Experience has produc'd 'a much greater Num- 
ber of Inventions, for raiſing of Water by Chain-work,” Crank- 
work, the vibrating Eeaver, Fire Engines, of which in their re- 
ſpective Order. : 3 | 

Bur before I finiſh this Introduction, tho' it is a little facetious, 

I can't but preſent my Reader with the following Account, as it 
was ſent me by a Gentleman of Wit and Humour. 
| I need 


— 
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I need not trouble my Reader with the Names of Perſons, 
unleſs I have Particular Orders for ſo doing, but hope he will take 
the Letter juſt as he finds it, as it demonſtrates the ſeveral Ules to 


which Water Engines may be apply'd. 


March 18", 1727. 
1% 
MIR THOMAS laid his Commands upon me, to give you an 
\_ J © Account of the Water-works by him deſign'd, which comes 
« froma Spring a Mile from his Hall, with a narural Deſcent all 
„the Way, at leaſt above 60 Feet high, falling naturally into the 


« ſeveral uſeful Offices following, VS. 
4 1/2, Ir ſerves a very fine Marble, but unuſual Beaufet to 


« waſh his Glaſſes, and which will hold above nine Bottles, at leaſt 
& half Way in Water to cool his Liquor. 

„ 2dly, THE next ſerves to turn the Spitt in his Kitchen, by 
« which, inſtead of a Jack (and much more uſeful, aud leſs 
« troubleſome) he roaſts all his Meat. 

C .4/y, ANOTHER large Cock in his Kitchen, which ſerves all 
common Uſes in the ſame. _ 

« zthly, A Cock that turns in a Tubb, to keep the Wort 
&« cool in the ſame, to condenſe the Spirits from a Bolt-head 
&« ſtill. 

« 5thly, THE next is the Brewhouſe, where it ſerves 4 Cop- 
« pers, the firſt plac'd 20 Feet high, to keep Water hot all the Day 
« for brewing, maſhing, and ſealding of Veſſels, and which falls 
ce into the maſhing Tubb, and from out of the maſhing Tubb 
« jnto the under Deck, from thence into another Copper to boil 
« the Wort, and from thence into a large Cooler, naturally by 
« Deſcents, without either pumping or leading. 

„ Gthly, AN D /aſily, (at preſent) in his lower Kitchen it roaſts 
&« his Meat (as in the upper Kitchen), churns his Butter, dreſſes the 
« Flower for his Bread, waſhes his Cloaths, grinds his Malt. And 
«& now give me Leave to add a 7th, upon the Anvil not yet 
brought to Perfection, which will be neceſſary and very uſeful, 
« being lately married to a fine young Lady, and which he is 
« now contriving, will be to rock the Cradle. 


cc 


AND with this I ſhall conclude what I have to fay in this 
Introduction. 
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Of the mechanick Sciences, and their Uſes in Hydrau- 
licks, Oc. 


1 THER T O we have treated in general concerning 


Air and Water, and the natural Effects they have in 
Hyaroſtaticks and Hydraulicks 5 but as the latter is 


principally founded on Mechanicks, in order to the rai- 
ling of Water ſo much above its natural and common 


| Level, to the Tops of — 2 Hills and elevated Situ- 
ations, it ſeems requiſite that we take ſuch a Vie w of theſe Sciences, 


as may (with the greater Certainty and Facility) introduce the 


Reader into that which is the chief Purport of this part of my De- 
ſign; I mean Hydraulicks, 


Of the Leaver. 


Tus firſt I ſhall begin with, is Yes, the Leaver, which, as the 
iearned Wallis has it, has its Derivation 4 FVehendo, and that Vector 
Vectio, Vectura, Vectigal, Convexum, Vexum, Vexillum, are a-kin 
to it; and that it is called Lea ver 2 Levando, becauſe of its Uſes in 
lifting or heaving. . 

Now the Power of this Inſtrument (which is of great Uſe in Hy- 
draulicks) is more or leſs, according to the Point by which it is 
ſuſpended: For Example, let A B, Fig. 1. Tab. ſeq. be the Leaver, 
O the Burthen to be mov'd, B the Point where it is to raiſe its 
Weight, A the Place where the moving Force is apply*d, and V the 
Force it ſelf, F the Fulcrum or Prop by which it is ſuſtain'd, and C 
the Center of Motion. 

IT is plain, that if that Center or Point of Motion were plac'd 
more up towards V and A as at D, that the Weight O, which is 
plac'd at B, could not be rais'd with that Eaſe which' now it is, no, 


not although there were four times the Weight apply'd at A. This 
is further demonſtrated, by Fig. 2. 


IL 
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IT would be foreign to my Purpoſe, at leaſt it would take up more 
Room than I can allow my ſelf in the Compaſs of this Treatiſe, to 
go through all the Uſes of this ancient, but plain Inſtrument ; and 
for the farther Satisfaction of thoſe that are very curious of my 
Readers, I refer them to that elaborate Treatiſe of Mechanicks 
wrote by the learned Dr. Wallis, cap. 6. p. 572, Sc. where it is ve- 
ry exactly treated of. 

THis Leaver we have been thus epitomizing, is alſo not improper- 
ly call'd a Scale or Ballance, which is a re&ilinear Beam, as A B, vid. 
£7g.3. made of a firm homogeneous Matter, every where of an equal 
Thickneſs, ſo that if it reſt with its middle Point C upon the Prop 
D, its Ends will keep an horizontal Peficion; for which Reaſon it 
may be confider'd, as a Line without Weight. And if at equal Di- 
ſtances in A and B, or nigh A and B, the equal Weight X and Z be 
ſuſpended immediately, or within two Baſins of equal Poiſe, they 
will keep the ſame Situation. 

Bur it the Weight X were to be heavier than the Weight Z, or 
the Prop at C were to be mov'd more towards either X or Z, then 
would appear that famous but yet intelligible Theorem, and which 
is indecd the Corollary of all the Experiments that can be try'd in 
Mechanicks, that equal Weights ſuſpended at unequal Diſtances, 
nor unequal Weights placd at equal Diſtances , can't equipon- 
derate. wy 

AN from thence may be demonſtrated, wherein the comparative 
Habit of Weights, ſuſpended from an unequal Radius of the Ballance, 


does conſiſt; for if the Weights M N, Fig. IV. are reciprocally 
proportionable to the Parts of the Beam, that is, if the Radius A C 


be two, and B C three Parts in Length, and again the Weight ſuſ- 
pended at the End of the long Radius be two, and M hanging at the 
{ſhorter End be three Pounds, theſe Weights will neceſſarily equipoiſe 
each other, as Experience ſheweth; for M cannot deſcend, but that 
N muſt at the ſame time aſcend; nor can the Radius C A in deſcen- 
ding paſs through two Parts of Space A C; but the longer C B will 
aſcend through three Parts of Space to F. And ſince the two 
Pounds Weight N meets with the Reſiſtance of a ſixfold Impulſe in 
paſſing through the triple Space B F, the three Pound Weight M 
moving in a double Space, will likewiſe ſuffer a ſextuple Impulſe. 
And thus it is plain, that it will be ſo in all other Caſes, and there- 
fore the Reſiſtance of the aſcending Weight will be equal to the Im- 

ulſes of the deſcending. Hence alſo it is manifeſt, that N cannot 
5 lifted up by M, (nor M by ) for the ſame Reaſon; and conſe- 


quently they will mutually keep one another at Reſt in Equilibrio, 
Is as 
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as is in Fig. 3. Which being thus demonſtrated, it neceſſarily fol- 
lows, that equal Weights ſuſpended at unequal Diſtances from the 
Middle of the Ballance, can't equiponaerate, as before. For in the 

reſent Caſe, if to the Weight N never ſo little Weight more be ad- 
ded, it will neceſſarily deſtroy the Equilibrium; how much more, 
then, will it be taken away, if N by a farther Addition, (vis. that 
of a whole Pound) be ſuppos'd to be made equal to the Weight M ? 

Bor if inſtead of the Weight N, ſome other moving Force, eſpe- 
cially that of a Man's Hand, were apply'd, then this Ballance re- 
turns to its firſt Appellation; the Vectis or Leaver not any ways dif- 
fering from the Ballance in any eſſential Property. 

Ano if the moving Force, being ſomething ſtrongly aCtuated, 
move downwards, and the Weight to be mov'd at the ſame time be 
lifted upwards, the Leaver is then calPd Heterodromus; but if one 
of its Extreams C, (Fig. V.) be placed upon the Hypomochlion, or 
Prop, and the other be apply'd to the moving Force B, the Weight 
to be moved being placed between them both in A; ſo that the mo- 
ving Force B mult move the ſame Way with the Weight A, which 
is to be rais'd, then this Yefzs or Leaver is call'd Homodromus. In 
which the Proportion of the Diſtances from the Hypomochlion or 
Prop are ſtill the ſame; vig. B C being to A C reciprocally as the 
Weight and Forces, ig. as A is to B. For if at one End of the 
Hypomochlion or Prop, there be placed the Radius C & equal to C B, 
it is plain from the Nature of the Ballance, that the Weight of one 
Pound in &, to which the Weight A of four Pounds may be ſuppos'd 
to be equal in poiſe (by what has been already faid) may be ſuſtain'd 
and kept up by the Force of one Pound apply'd in B, (there being 
no Weight at the ſame time in A) that is, in plain Terms, the Force 
of one Pound on B weighs as much as four Pounds in A. | 

ANy if the Arms or Radu of the Leaver lie not in a ſtrait Line, 
but incline one to another, ſo as to make an Angle, the reciprocal 
Proportion of the Weight and Radii will not then be the ſame, but 


then the Proportion of the Weights X and Z (Fig. 6.) is eſtimated 


by the Diſtances of the Line of Direction ; that is, as if BC, in 
Numb. 1. and A C, in Numb. 2. were the Arms or Radii of a 
rectilinear Vectis, and after the fame Manner, if to one of the 
Radii D C of the ſtrait Vectis or Leaver, there be apply'd*a Force 
drawing upwards or downwards obliquely, Numb. 3, and 4. then 
it will not be as D C is to B C, but as A Cto B C. vi. the perpen- 
dicular Diſtances to the Lines of Direction: So will the Weight Z, 
which is the Weight to be poiſed, be to the Force that raiſeth it in 
X, which is ſeldom obſerv'd in vulgar Books of Mechanicks. 

Oo AFTER 


* 
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Ar rTER the ſame Manner alſo, may Cranes, with which is drawn 
the Water out of Wells, be reckoned as Leavers; for in letting down 
the Bucket E, Fig. XI. the Force drawing the Chain or Rope B E 
downwards, and the Weight it ſelf of the empty Bucket, is apply'd 
to the longeſt Arm of the Leaver B C, whilſt the Stone D, which 
is heavier than the Bucket, lies upon the ſhorteſt C A; ſo that the 
Force drawing down the Chain, is requir'd to be ſo much the leſs, 
to overcome the Exceſs of the Weight D above the Weight of the 
Bucket and Chain, by how much the greater the Proportion of the 
Arm or Radius B C is to the Arm C A; but in drawing up the Buc- 
ket, which is now ſuppos'd to be full of Water, the Force that lifts 
it up, is in part, the Weight of the Stone P, but is apply'd to the 
ſhorteſt Arm of the inverted Leaver A C: whence it is, that if at 
moſt the Stone D were equal in Weight to the full Bucket, yet it 
could not raiſe it up, till, on the other Hand, ſome other Force, v:z. 
that of a Man, be apply'd to the Chain, which may be able to out- 
lift the remaining Part of the depreſſing Force or Weight ; which 
Thing is elegantly enough demonſtrated by Ariſtotle, Problem 28. 
but yet may be ſet into a clearer Light, if we reduce it into Num- 
ber, by forming 1t into ſome Cale. 

As for Example, ſuppoſe the Weight of the empty Bucket and 
Chain together to be torty Pounds, and the Stone D an Hundred 
Pounds, the Arm B C as two Pounds, the Arm A C as one Pound ; 
which being ſuppos'd, the Force of a little above thirty Pound will 
be ſufficient to ſink the Pail; and, on the contrary, let the full Buc- 
ket, with its Chain, weigh ninety Pounds; which being ſuppos'd, 
the Weight ninety Pounds will be to the Weight an Hundred and 
eighty Pounds, as one to two; and therefore the Stone D, which is 
an Hundred Pounds, won't be ſufficient to ſuſtain, much leſs to raiſe 
the Bucket; but the Force of a Man equivalent to above eighty 
Pounds, is required to draw the Chain up, or to the Weight D 
there muſt be added ten or twenty Pounds, or elſe the Diſtance 
from C to A mult be enlarg'd, or the Proportion from B to C dimi- 
niſh'd. But the firſt is the moſt eligible ; where, it you apply a 
Lead Weight of fifty Pounds at C, it will add more Force at that 
. than the Stone of an Hundred Pounds at D; of which more 

ereafter. 


Of 


\ 
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Of the Axis in Peritrochio. 


Tux Axis in Peritrochio, is a Machine, or Mechanical Inſtru- 
ment, proper for lifting great Weights, as the Vectis or Leaver is of 
ſmall; and all Writers of Mechanicks reduce them both to one and 
the ſame Laws. It is (as the learned Dr. Vallis defines it, cap. 7. 
p. 605. of his Mechanicks) compos'd of a Cylinder, which is call'd 
the Axis, and which is ſuſtain'd at each End with a HDypomochlion, 
Fulcrum, or Prop, call it which you will; round which, is a Zym- 
panum, Wheel, or Crane, and is call'd the Peritrochium; in the 
Ambit or Circumference of which, Holes being made on purpole, 
are fixt in the dcàytalæ, ſerving as Handles; to which, if a Force is 
apply'd, the Peritrochium, with its Axis, will turn round, on which 
the Ropes being rowl'd, they elevate or lift up the Burthen. 

I SHALL not copy or tranſlate what that learned Gentleman be- 
fore-nam'd, or others, have ſer down as to the Original of the ſeve- 
ral Members of which this and the other uſeful Inſtruments of this 
kind are made, becauſe it would lead me too far out of my Way; 
but in order to illuſtrate it the better, will, tor example, ſuppoſe the 
cylinderical Axis to be moveable horizontally, about the central 
Pins or Nails at AB, (Fig. VIII.) to which a Rope being faſtened 
by one of its Extreams, and wound round the Cylinder or Axis, ha- 
ving a Weight hanging at the other End, it will raiſe it ſo much the 
faſter, by how much the oftner the Cylinder is turn'd round; for 
the facilitating of which, either one Leaver DA is tranſverſly inſer- 
ted into it, which muſt be turn'd round with a Man's Hand, or an 
other impelling Force, from D to 4, Sc. and ſo rendered ws Maas 
and ſometimes for Conveniency, two, at leaſt, are put in, as DAC 
and 4 A c, are tranſverſly thruſt through it, whoſe Extremities 
DA C and c, may be ſucceſſively turn'd round, and fo uſed as one 
ſingle Leaver, the Hypomochtizon, Fulcrum, or Prop, being always 
at the Axis of the Cylinder, or at the Center A; the longer Arm 

da, or D A; the ſhorter one à e, or A E, being the Semidiameter 
of the Cylinder, from whoſe Extremity E, or the Periphery which 
it deſcribes, the Weight to be rais'd is continually ſuppoſed to hang; 
and when it is in this Force, it repreſents that Engine which is com- 
monly call'd the Windlaſs. 


Oo 2 The 
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The Peritrochium deſerib'd. 


Fox a more particular Deſcription of the Axis in Peritrochio, to 
which all theſe Engines belong, it is nothing but a Wheel or Arbor 
furniſh'd with Handles, (by the Latin Writers oͤf Mechanicks call'd 
Scytale) which are alſo called Logs or Leavers, as D def g L, 
Oc. Fig. IX. and apply'd to the moveable or turning Axis A B, not 
differing eſſentially from the Windlaſs, and 1 not from 
the Multiplied Leaver; for here, alſo, the Hypomochlion, or Prop, is 
the Center of the Cylinder A, or the Axis A B, the Weight being 
ſuſpended at D K, which is the ſame ching as if it was ſuſpended in 


1 
As to the Proportion to be obſerved in the Axis in Peritrochio, 


the learned Dr. Wallis, in his Mechanicks, cap. 7. Prop. 1. ſays, 
that as the Perimeter of the Axis, to which the Weight to be mod d 
zs fixt, is to the Perimeter or Circumference of the outer Orb to 


which the moving Force is apply d, or as the Diameter or Semidi- 
ameter of one, 5s ro the Diameter or Semidiameter of the other; ſo 


vice versa, is the moving Force, to the Weight to be mov d. Io 
ſpeak more plainly, in the Example that lies before us, let A E be 
the Axis or Arm to which the Weight to be moved is fixt, which 
ſuppoſe one Foot diameter, then contequently the outward Axis or 
Arm A D is three Feet. Now it the Weight to be rais'd is three 


Hundred Pounds, the Strength that raiſes it at that Diſtance, be it 
either the Weight of a Man, or any other accidental Weight, muſt. 


be an Hundred Pounds. 
Of the Windbeam.. 


Taz Windbeam is nothing elſe but an erect Peritrochium, only 
it has but one tranſverſe Beam, which is made to take out and in 
at Pleaſure, a Hole being made through the Cylinder for that Pur- 
| poſe; to the two. Parts of this Beam D A D, may be apply'd the 

Force of ſeveral Men at once, (ſee Fig. 10.) and is a very well known 
Engine for raiſing Corn to the Tops of Houſes, the taking of Tim- 
ber out of the Water, and laying it on Wharfs, for raiſing of vaſt 
Stones to the Tops of high Buildings, Sc. The Strength of this 
Inſtrument, as indeed is that of all the reſt, is in Proportion to the 
Weight it is to raiſe or let down, the Length of the Arm or Radius 
A D, being alſo in a due (i. e. in a triple) Proportion to the Semi- 
diameter of the Axis A B. Fl 

HE 
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Tux Crane, or Tread-wheel, is another Sort of Peritrochium, of 
Wheel, of a large Cavity, in which a Man at L, Fig. XI. is endea- 
vouring to elimb upwards; the right Hand turns its Ambit round, 
and at the ſame time windeth up the Rope E F on a cylinderical Ax- 
is, which being more and more ſhortened, and brought over the 
Wheels F and G, by degrees lifts up the Weight H, which being 
raiſed to the deſired Height, (to wit, to I) the whole Frame turns 
about the Center K, (both Ways, to the right Hand, or the left, as 
Occaſion requires) for the Conveniency of changing the Weight. 
To eſtimate the Power or Force of this Engine, you are to erect 
L A perpendicular to the horizontal Semidiameter of the Wheel, 
making the Proportion thus; as A C is to C B, ſo is the Weight to 
be rais d to the moving Force. 

THe next fort of Axis in Perztrochio J ſhall mention, is a hori- 
zontal Wheel, Fig. VII. which was heretofore drove by the Walk 
of an Ox or ſome other Animal, which walks upon the Wheel, at 
leaſt endeavours to go forwards ; and by this its Endeavour or Stri- 
ving, it drives the. Wheel backwards, and ſets the whole Engine to 
work, which forces up the Water from the Bottoms of the deepeſt 
Wells, to a great Height, through Tubes that are furniſhed with 
their Buckets; and of this kind alſo, are ſuch horizontal Wheels as 
are drove by a running Stream, or the riſing and falling of the Tide. 
And near unto it are thoſe by which our reverend and ingenious 
Mr. Holland and others draw their Water out of the deepeſt 
Profundity, only the Horſe goes in the Out-ſide of the Wheel, 
and the Wheel turns. with the Horſe. The moving Force to 
raiſe this Water, ought to be ſo much the greater, by how much the 
higher it is to. be impell'd or forced up through the Tubes or Pipes 
from the Bottom of the Well above its Brink, which is ſometimes 
as high as the uppermoſt Stories of Buildings. Theſe are to be eſ- 
timated alſo, in the ſame Proportion as the Line A C, Fig. VII. 
which reaches from the Foot of the Ox, &c. treading on the Wheel, 
to the Center of the Axis, hath to the Semidiameter of the Axis 
CB. And to this Place alſo, may be referr'd other ſmall Engines, 
as Turnſpits, and the like; and to this alſo may be referr?d, the 
outmoſt Wheels of Water-Wind-Mills, and all other Mills that are 
work'd by Horſes, as before ; which, with their cylinderical Axis's, 
are nothing but Windlaſſes or Cranes, accommodated to the mo- 
ving of the reſt of the inner Works, which being turn'd by Horſes, 
or the Weight of Water falling upon them, or the Force of Water 
running ſwiftly under them, drive them round, and are by ſo much 


the more powertul, by how much greater the Semidiameter 4 hy 
Wheel, 


— 2 —— 
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elſe but Windlaſſes, and their Coggs the Leavers or Handles; to 


be no Water or other Help). The Proportions of Cogg-Wheels to 


other Force, will be able to raiſe more and more Weight ; of which 
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Wheel, or Length of the Leaver 1s, in Proportion to the Semi- | 
diameter of the Axis. And all theſe kind of Engines are call'd by 4 
the general Name of Budromia. 4 
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Of Cogg-Wheels. 


Cos s-WREELSs, when accommodated to their Axis, are nothing 
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which is apply'd a Man's Hand, for the moving Force, (if there 


raiſe, or, in other Words, to overcome the Reſiſtance ot Weight, is 
alſo as the Semidiameter of the Axis is to the Semidiameter of the 
Wheel ; ſo that by the Help of the Cogg- Wheel A D C, Fig. XIII, 
whoſe Semidiameter A C is to the Semidiameter of the Axis A C, as 
four is to one. So that a Man whole Force is equivalent to an Hun- 
dred Pounds, turning the Wheel A by the Handle F, which Handle 
it ſelf alſo adds ſome Force, but is here to be neglected, will be able 
to raiſe four Hundred Pounds. But if to this Wheel be added ano- 
ther indented one G, whoſe Semidiameter & c to the Semidiameter 
of the Axis (Allowance being made tor Friction) is ſuppoſed to be as 
three to one. Theſe, by tripling the former Force, will render them 
ſufficient to ſuſtain twelve Hundred Pounds; and fo the Wheels be— 
ing multiplied on, the ſame Man, or the fame Strength of Water, or 


Multiplication of Forces, which is, as it were, infinite, Specimens 
enough are to be ſcen in all Mill and Water-works. 


Of the Force of Pullies in the lifting and moving vaſt Burdens and 
Weights. 

As the Windlaſs, or Peritrochium, and the like fort of Cylinders 
turning upon their Axis, have been proved 1n the preceding Chap- 
ter to have the Nature and Force of the perpetual Leaver ; fo the 
Pulley, which is a Wheel, not only turning about its Axis, but 


made ſo, that at the ſame time it is drawn up by the Rope or Cord 1 
that goes round it, may very well be accounted, (according to learn- 1 
ed Dialect) an Homodromous, Leaver, or Lectis, as will be very - ME 
vident, to any one that will but conlider it well; for if the Cord 2 


which is put over the Wheel A F C, be faſtened at one End in D 
and the other E, be drawn upwards by {ome moving Force, ſo thar 
at the ſame time a Weight ſuſpended from the Middle of the Wheel 
be kept in Equilibrio, it is apparent that the moving Force is ap- 3 
ply'd in A by one of the Extreams of the Leaver A C, the other Y 

N Extream 4 
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Extream reſting upon the fixt Rope or Cord D C. And laſtly, 'tis 
plain, that the Weight E will be ſuſpended from the middle Point B, 
and conſequently as A C, the Diſtance of the moving Force, is to 
B C, the Diſtance of the Weight from the ſame, vi. as one is to 
two; ſo reciprocally the Weight to be mov'd or ſuſtain'd E, will be 
to the Force ſuſtaining it in E, vig. as an Hundred Pounds is to 
fifty. 

|" there are two Things, eſpecially, to be taken notice of in 
relation to the Axis in Peritrochio, and the preſent Pulley; the firſt 


is, that the Center C is the Hypomochlion, the Weight to be rais'd 


hanging from its Periphery, or Circumference; on the contrary, 
here the Center C ſuſtains rhe Weight, the Hypomochlion being in 
the Periphery of the Wheel, is in the ſecond Place moveable, together 
with the Weight, by this Means procuring a Perpetuity of the Action 
in the Yefis A B C, quite after another Manner, with half the 
Force, which otherwiſe, without this Application, could not be 
done. Now if this Pulley be fixt from above, it will afford no 
Help towards the lifting the Weight; for if the Pulley A B D, Fig. 
6, No 2. be ſuppos'd to be fixt from above, being only moveable 
about the Center C, the moving Force at E mult be equal to the 
Weight it ſelf; becauſe the Rypomochlion in this Caſe, is in the Mid- 
dle at C, and conſequently the moving Force and Weight is equi- 
diſtant from it, as in the Ballance; which very Thing happens in the 
Windlaſs, if the Weight A E to be kept or rais'd up, be hanged, not 
from the Extremity of the Axis B, Fig. VII. which is a much leſ- 


ſer Diſtance, but from the Extremity of the Wheel at the Diſtance 
A d, which is equal to the other A D. | 


Now, again, 1n relation to the Pulley G, Fig. XV. in its Combi- - 
nation with the lower one A, it is to be noted, that the lower one 
only has the Ratio of a mechanical Power, by whoſe Media- 
tion it is, that a ſingle Force will be able to ſuſtain a double Weight 
by the atoreſaid Ratio ; but the upper Wheel is of little Uſe, only 
by its Volubility and Poſition, it facilitates the drawing of the Rope; 
tor ſince the Nail D, which is ſuppoſed to be drove hard into a 
Wall, and by whoſe Help the Part of the Rope D C ſuſtains or holds 
up one half of the Weight; juſt as it a Man held it up with his 
Hand, the moving or ſuſtaining Force E G A, mult of Neceſlity 


bear up the other Half. 


Tae laſt Example ſhall produce under theſe Heads, is an Exam- 
ple of accelerated Motion from the Combination of three or four 
Pullies, the Invention of the ingenious P. Bettznus ; by the Help 
01 which, a Bucket, Fig. XY. may be brought to the Top of a Well 
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in half the Time which the common way requires in doing it. If 
the Rope or Chain E T, to which the moving Force is apply'd, be 
not immediately faſtened to the Pail or Bucket, but to the Pulley 
B A, which, by the Aſſiſtance of the Rope D B AG, faſteneda 
little above the Well at D, ſuſtains the Bucket ſo that the Water 
may eaſily enter into it, and be drawn up by it; for while the Cen- 
ter of the Pulley C is raiſed up to e, *tis very evident, that the Buo- 


| ket & muſt at the ſame time be raiſed through double that Space to g, 


becauſe, ſince the Space Ee by this Hypotheſis is equal to the Rope 
A G, and A B, the Pulley doth ſo much ſhorten the Rope in its 
Alcent, its other Part D B A being at the ſame time fo much leng- 
thened ; it will neceſſarily follow, that ia che Poſition of the Pulley 
ac b, the Rope A G will be quite wound up, and that the Bucket 
G will be drawa up cloſe to it: But here it is equally manifeſt, that 
the Strength or Force at E muſt be doubled; tor the Pin or Nail D 
will always reſiſt the drawing Force, as much as the Weight of the 
Bucket is, which is ſuſpended by it, which therefore does, as it were, 


draw it downwards with an equal Weight. Nor will it be difficult 
from the foregoing Author, to underitand after what Manner (the 


intermediace Pullies being thus multiplied) a given Weight may be 
raiſed to any given Height in a given Time: But at preſent this {ſhall 


ſuffice. 
Dr. Wallis's Account of Cogg and Complicated Wheels, 


To finiſh what I have to offer in this preliminary Account of Ma- 
chines, I ſhall add Prop. 3. cap. 7. of the learned Doctor's Mecha- 


nicks, whom we have Occaſion ſo often to mention, as it will put 
the Principles of Mechanical Hydraulicks into the propereſt Light 


of any yet produc d. ; | 

LET the Center or Axis of Motion be C, the Tympan or Wheel 
C A, which being daſh'd upon with the Current of a River at A, 
turns the Wheel round ; and let there be to the ſame Axis of Motion 
C, a leſſer cogg?d or tooth'd Wheel C B, which being joined with 
the former, are mov'd jointly together, as if it were about one 
common Axletree; and let CB be to CA as à is to &, or as one to 
three. The Force then in A, according to Prop. 1. of this Chap- 
ter, will be, therefore, to B, as & is to 4, or as three to one; and 
therefore one Ounce in A will equipoiſe three Ounces in B. 

Mok EOvER, with the Center or Axis of Motion D, let there be 
another Wheel D B, ſo dentated or tooth'd, and fo fitted, that its 
Teeth may agree with the Teeth of the Wheel C B, and fo wrought 
into them, that by their Help the Wheel D B may be turn'd about 
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its Center or Axis D, and let them ſo fit, that the Number of Teeth 
of the Wheel D B be in the ſame Ratio to the Number of the Tegth 
in the Wheel CB, that is, the Ambit or Circumference of one, be 
in Proportion to the Ambit or Circumference of the other, and the 
Radius of one, to the Radius of the other; and let there be about 
the ſame moving Axletree D, a leſſer Orbit or Wheel D E, which 
may move jointly about with D B, which ſhall be as a Windiaſs 
whereon the Rope ſhall be wound, and let the Radius D B be to 
D E, as Cc is to &, ſuppoſe as four to one, the Force therefore in B, 
will be equal to that in E, in Proportion as e to &, or as four to one. 
And therefore a Quarter of a Pound in B, will have the lame Force 
as a Pound in E. And, as is juſt now ſhewn, one Ounce in A drives 
four in B; and therefore the Force of one Ounce in A, will ſuſtain 
the Weight of a Pound 1n P, and the ſame Force will move or raiſe 
it, being never ſo little encreas'd. 

Bur if that Weight does not depend directly from Eto P, but re- 
mains on an oblique Plane T O in 1, that Weight that is in n, will be 
to that in P, and will ponderate in the ſame Ratio as F I, (a Perpen- 
dicular of equal Height) will with T O, ſuppoſe as c to 4, or as three 
to four. Therefore when the Force in A will draw or drive twelve 
in P, it will draw ſixteen in n. 

ANo from this Form of all Kinds of Machines, (ſays this learned 
Author in his Scholium on this Propoſition) it is, that a Judgment 
may be made how all Sorts of Clockwork and other Inſtruments of 
this kind, that are compos'd of dentated or (in plain Words) Cogg 
Wheels, are made, eſpecially that Clock which Pappus deſcribes out 
of Hero Alexandrinus, lib. 8. pro. 10. of his Collection. 

And from this it is, amongſt many other Obſervations for com- 
mon Uſe, that which Ariſtotle touches upon in the ninth Queſtion 
of his Mechanicks, and which I have elſewhere hinted at, that large 
Wheels, Cylinders, Tympans, Spheres, Sc. move with more Eafe 
than ſmaller ones, which we often ſee happens in Chariot or Coach 
Wheels, in Spheres and Cylinders that are uſed on the Ground, in 
the Pullies or Wheels of the Windlaſs, and the like. | 

CERTAINLY fo it is in all Water Engines, where, if they be not 
too wide, leſs Water and leſs Weight will do than is requir'd to drive 
lower Wheels, and ſuch Wheels will perform their Office much more 
regular and better, as all that have been converſant in the Coal-works 
of Northumberland, Durham, and other Places, can teſtify ; but of 
that, more in its proper Place. 

AND here, by the Way, I cannot but obſerve, that whereyer your 
Head can't be made high, and TO. not a great Strength of Wa- 

p ter, 
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ter, why this very multiplied Wheel may not ſupply that Defect 
for if by this little Combination of mechanical Powers, there can 
be three Times the Weight rais'd or forc'd as can be in a ſimple En- 
gine; ſuppoſe the Diameter of the firſt Wheel, what additional 
Strength may not be added by the other, ſo as by a little Water to 
force it up very high in tuberous Pipes? But this only en paſſant. 

To conclude this Account of Mechanicks, and the Neceſſity there 
is for every one that would inform himſelf well concerning Ma- 
chines; I have inſerted what precedes and follows in this Account, 
as neceſſary to be known concerning Engines and Mill-Wheels in 
general. What has hitherto been ſet down, having chiefly had re- 
lation to the Proportion which the Perimeter of the Axis of the 
Wheel has to the Perimeter of the extream Orb to which any Force 
is join'd, or that the Semidiameter of the one has to the Semidi- 
ameter of the other, for their better Force in moving great Weights, 
as alſo, of the Power of Multiplying Wheels to that Purpoſe ; and 
before I quit this Doctrine of the Rowl or Wheel in the Axis in 
Peritrochio, it may not be improper to ſubjoin ſome Speculations 
concerning theſe rorund Machines or Inſtruments, that our Calcu- 
lations on this Head may be the more intelligible, and better under- 
food. | 

Tas general Obſervation, before-mention'd, and which Axiſtotle 
in the ninth Queſtion of his Mechanicks touches upon ; that large 
Wheels, Cylinders, and Spheres, move with more Eaſe than ſmallones, 
is here more particularly handled, and as there will be Occaſion to li- 
mit this extenſive Poſition, and to produce it in the beſt Light we can, 
let us bring it to its firſt Principle, and ſuppoſe that a Cylinder, ſuch 
as Ariſtotle calls the Scytalis, or Rowler, that is us'd in Gardens, or 
for the ſmoothing of any Piece of rough Ground ; ſuch as is in Fig. 
1. Tab. Seq. | 

Is the Weight and Length of the Cylinder be equal, though the 
Diameter be more in the one than in the other, it is plain, from e- 
very Day's Experience, that you may rowl the larger with more 
Eaſe than you do the leſſer; becauſe, in the firſt Place, the Center 
of the large Cylinder is higher from the Plane of the Earth than the 
ſmall one 1s, and conan a Man or a Horle pulls at it with the 
greater Advantage, the Vis Motrix or Strain being nearly horizontal 
to his Hands. But this, I fay, is when the two Cylinders are made 
of different Materials, the one of Wood, and the other of Stone or 
Lead, of equal Length though of different Diameters. And this 
is agrecable to what the learned Wallis, Prop. 1. cap. 7. of his Me- 
chanicks, ſets down; where, treating of the Axis in Peritrochio, 

from 
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from which this Figure is taken, it is evident, that the Force of the 
Pulley is nearly horizontal, at moſt not above five Degrees from it; 
for if the Rope at P were faſtened, in order to be wound up more 
towards B, the higher you go, the more Difficulty you would meet 
with in drawing the Burden N RS on. 

Axo this is farther agreeable to what the aforeſaid learned Gentle- 
man has ſet down in Prop. 3. p. 627. of the ſame Mechanicks; 
where he tells us, that if the Axis of a fore Wheel was as high as 
the Breaſt of a Horſe, the Draught Line, to which the Force 1s ap- 
ply'd, would be horizontal, and conſequently the Motion and Thing 
to be moved direct, becauſe they are level; but that a Coach 
or Cart muſt aſcend and deſcend great Hills and Mountains, (id. 
Fig. 2. T O P) it is neceſſary that the fore Wheel be lower than 
the hind ones, (which is not ſo much us'd in Hollaud and 
other level Countries, as in Euglaud,) for that the Draught ſhould 
be rather parallel to the Hypothenuſe or Acclivity of the Hill, than 
to the Horizon; becauſe the Draught of the one is much eaſier than 


the Draught of the other ; but, generally ſpeaking, the Harneſs be- 
ing ſo much lower than the Breaſt of the Horſe, he may be ſaid not 


only to draw, but alſo to elevate or lift up the Weight which is be- 
hind him. But of this only en paſſant, it not being of any great 


Conlequence in the Demonſtration of what we are upon. 


AGAIN, this Difficulty or Diſproportion in Wheels, Sc. whether 
for Water, or heavy Land Carriage, on low Wheels rather than 
high, is occaſioned, as Wallis will have it, from the Friction of the 


Axis or Axletree in the Box; or, in other Words, the Adheſion of 
the Iron in the Axletree, to that which is in the Bore or Box, cau- 


ſed by the heavy Weight or Burthen that is laid upon it ; and this 
is the Reaſon that Ariſtotle aſſigns, (in the 11th Queſtion of his Me- 
chanicks) why Rowls that lie plain on the Ground, can carry greater 
Weights, (as in the moving of Barns, and other Edifices it is vi- 
ſible,) than Wheels will; to wit, from the Friction that is in the 
Axletree ; for at the ſame time that the Weight lies upon the whole 
Cylinder, it there reſts upon ſo ſmall a Part as the Axletree 
only, which makes the Rotation ſtiff, but in the Rowl it is not fo. 
ANp of this Opinion alſo, is our oft- quoted Wallis, Prop. 3. cap. 7. 
p. 625. of his Mechanicks before- mentioned; where, treating of 
the Axis in Peritrochio, he has theſe Words, Poſitd nempe eadem 
urrobique Axis magnitudine, quod frictioue oritur impedimentum, 
& c. ot which a larger Account may be ſeen under the Head of Fric- 
tion. And this is the Reaſon, ſays he, that the Axletrees and Wheels 


of Coaches and Waggons, when they are ſmaller, wear out, and re- 


1 quire 
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quire to be oftener repair'd, than thoſe that are larger, from a Rea- 
fon obvious to the molt incurious Obſerver ; to wit, from the Small- 
neſs of the Wheel, the Rotation of which is the oftener repeated, and 
conſequently the Friction and Wear alſo, the Body reſting thereupon 
being of an equal Weight, though not of an equal Diameter or 
Bulk; and for that, alſo, as the learned Falls has it in his Account 
of the Difference of Wheels for Carriage, Prop. 3. cap. 7. of his 
Mechanics Cognatis, that the incumbent Weight being greater on 
the lower Wheel than on the higher, it preſſes the harder upon it; 
as is demonſtrated in his Treatiſe de Vecte, cap. 6. where the Leaver 
being placed on two Fulcrums or Props of unequal Heights, the 
Preſſure is unequal alſo, preſſing much more on the lower or hinder 
one, than it does on the fore or higher one. And the ſame ingenious 
Author adds, that it is not (as may be by ſome ſuppos'd) by 
the fore Wheels of a Coach or Cart's being lower than the hinder, 
that is an Advantage to it on account of the Weight puſhing the 
ſame forwards ; but, on the contrary, a Diſadvantage, in cruſhing 
the fore Wheel, the Uſe of which, by that Lowneſs, is only deſign- 
ed for turning the ſhorter upon all Occaſions, and not for the Diſ- 
charge of the ſuperincumbent Weight, or to facilitate its Paſſage 
forwards. 

Tris, and much more; might be produc'd, to ſhew the Advan- 
tage there is in large Wheels more than is in ſmall ones. But, on 
the other Hand, though this may happen in ſmall Bodies, as Row- 
lers, Sc. yet if we conſider the Reſiſtance of Air, it is evident, that 
the greater Circumference a Wheel is of, ſo much the larger Portion 
of Air it has to contend with, and conſequently the greater is the 
Friction or Reſiſtance that muſt unavoidably ſtop, at leaſt much hin- 
der the Rotation of the Wheel, and mult be the Occaſion that large 
Wheels move wit much more Difficulty on that Account, than 
ſmall ones do; and this, amongſt many other Reaſons, ſeems to be 
one, why they have chang'd ſo many large Wheels as they have, in 
the Cloathing Mills about Boking and Brazutree in Eſſex, for thoſe 
that are of a leſs Diameter. But this is of no great Account. 

 ANv, after all the rer that may be on this Subject, 
(according to the Theorems and Experiments touching the Vectis or 
Leaver) certain it is, that a large Wheel will lift up a great deal more 
Water than a ſmall one; becaule, it is plain, in the Caſe of the Yec- 
tis or Leaver, which is the Original of all Machines, the farther 
you place your Vis Morrix, or moving Force, from the Center, by 
ſo much the more is your Power encreas'd which is to raiſe any 


Body, whether a Fluid or a Solid; though it may true, that little 
W heels. 
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Wheels that are broad, may, by the impulſive Force of Water, effect 
the ſame Things as larger Wheels that are narrower. | 
AGAIN, in relation to Wheels, and their different Sizes and Poſi- 
tions; it is very certain, overſhot ones are the belt, eſpecially where 
there is but little Water to drive them ; for, as has been elſewhere 
obſerved, in the Crane, or Tread-wheel.. See one of the Figures 
in the foregoing Table, where a Man is endeavouring to climb 
up, if his Weight were at A, inſtead of a, and touch'd the Orbit 
of the tangent Line directly, rather than obliquely, the Wheel 
would move with the more Velocity, and conſequently elevate 
the more Weight, by how much more the Water, or any impel-- 
ling Force, falls into the Top of the Wheel at C, where, by un- 
doubted Experiments, it has ſix Times the Force, and will conſe- 
uently raiſe fix Times the Weight, or, in other plainer Words, a 
ch Part of the Water will drive an overſhot Mill, as will drive an 
underſhot one; and the true Reaſon why there are not more over- 
ſhot Wheels, is, that in moſt Places, eſpecially in flattiſh Meadows, 
the Mill-Pond, or Head of Water, cannot be well rais'd above four 
or five Feet high, at moſt ; and as in thoſe Places likewiſe, there are 
great Quantities of Water, (even to a Superfluity) there the great 
Waſte of Water can*t be.diſcern'd, which it otherwiſe would, were 
it to depend on a ſmall Rivulet or Spring. No overſhot Wheel 
ought to be leſs than from ſix or ſeven Feet Diameter, to eight, ten, 
or twelve; though as to Mines, eſpecially at Lumley- Caſtle in the 
Biſhoprick of Durham, there is one of twenty eight Feet. And this 
naturally leads me to what I have been all along aiming at. 
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Of the Siphon, and other Artificial Fountains and 


Jets of Water. 


HE Siphon was undoubtedly the chief Inſtrument 
N — known in the firſt Ages of the World (heſides the 
N fy Draw-Well) tor the raiſing of Water: And fo great 
TI Seer” i was the Veneration and Eſteem they had for that In- 
8210} ftrument, that the PY/aronick Philoſophers (as I find it 
in Bockler) aſlerted, that the Soul ſhould partake of 
the Joys of Heaven as thro*' a Siphon. But this (ſays he) was rather 
parabolically, than really ſpoken. And Theophraſtus, an eminent 
Phyſician of Antiquity, ſays, that the Marrow being thus drawn up 
thro? the Bones, cauſes, as it were, a kind of Corruption of that 
moiſt and vegetative Matter which is inherent in its Nature. From 
whence Collumella, a noted Philoſopher and Gardener amongſt the 
Ancients, aſſerts, that Vegetables draw their Nouriſhment thro? the 
Stalls and Stems of Shrubs, as it were through a Siphon, and that 
this Proceſs is underſtood to be effected rather directly than oblique- 
ly; for when the Sun, by its long Heat, has drawn up a great deal 
of Moiſture, leſt there ſhould remain any vacuate Space within 
the Cavity or Siphon of the Stem, the remaining Part of the Water 
is turn'd into Air. 

To this Purpoſe alſo Mr. Bradley, in his New Improvements in 
Planting and Gardening, has a very pretty Conceit. 

Bo r not to detain my Reader any longer. The induſtrious Oza- 
nam, in his Curſus Mathematicus, Chap. 7. Plate 13. gives an Ac- 
count of ſeveral Engines whereby Water 1s to be rais'd, ſuch as the 
Windmill, the Limace or Screw of Archimedes, and others, which 
I ſhall exhibit in their proper. Places. And the firſt Machine I ſhall 
begin with, is this Siphon; the Effects whereof are ſo well deſcrib'd 
by the learned Graveſande, Cap. 16. Book 2. of his Elements of 
Natural Philoſophy. 

I To Experiment 
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Experiment 1. Figure 3. Tab. Seq. 


LeT (ſays he) one End à of the Curve Tube 49 be immerg'd 
into Water, whilſt the other End & deſcends below the Surface of 
the Water. If by Sucking, or any other Way the Air be taken out 
of this Tube, the Water will run thro' , and this Inſtrument we 
call a Siphon. | 

Tar1s Effect ariſes from the Preſſure of the Air that drives on the 
Water, which is in the Siphon by its Weight on the Surtace thereof 
in the Veſſel. The Air alſo preſſes on the Water that goes out of 
the Orifice &, and ſuſtains it. Theſe Preſſures are equal, and act 
contrariwiſe in the upper Part of the Siphon, without a Force equal 
to the Weight of the Atmoſphere (as has been elſewhere declar'd) 
taking away the Weight of the Pillars of Water, which are ſuſtain'd 
by this Preſſure. i | D 

THe Pillar of Water in the Leg s 6 is longer than the oppoſite 
Pillar of Water; therefore the like Preſſure of Air is more diminiſh'd 
on the Side &, and the oppolite Preſſure overcoming it, the Water 


flows towards 6. 
Experim. 2. Fig. 4. 


TE Siphon abovemention'd has this Inconveniency, that if it 
once ceaſeth to work, the Water will not run again, unleſs the Air 
be drawn out of the Tube again afreſh, But this may be corrected 
by making a Siphon, as in the Figure @ s , whoſe Legs are equal 
and turn'd up again; for if the Siphon be filPd with Water, and 
one Leg be immers'd therein, ſo that the Surface of the Water may 
be above the Orifice, then the Water will run thro? the other Leg, 
for the Reaſon given in the Explication of the former Experiment ; 
ſince the Legs are return'd upwards, the Siphon will not be empty'd 
when the running out of the Water ceaſes, and ſo the Siphon being 
once fill'd, is always ready to work its Effect; the Water running 
forwards and backwards thro' it, according as it is higher on the one 
Side than on the other. | 

Vide Fig. 5. Tab. Seq.] Upon the fame Principles, as the aforegoing 
Machines, is contriv'd the Siphon for raiſing Water into a Ciſtern. 
The Effect of which is ſeen by the help of a Machine made up of 
two hollow Glaſs Balls H and I, which are join'd together by the 
Tube CDE, the Ball I communicates with the Water to be rais'd 
up by the means of the Tube A B, which comes up almoſt to the 


top. 
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top of the Ball ; to the Ball H at the lower part, is join'd the Tube 
F G, as long as the whole Tube A B. 

THe Ball H mult be fill'd without Water thro' a Hole by a Fun- 
nel, and then the Hole muſt be ſhut up cloſe. And in ſuch Ma- 
chines as are apply'd to ule for raiſing Water out of a Reſervoir that 
contains it, the Water is brought into the Veſle! H, and the Commu— 
nication between the Veſſel and the Reſervoir is ſhut up with a Cock. 

Experiment 3z.] Opening the Cock G, the Water will run out 
that Way, and the Water will aſcend thro? the Tube A B, up into 
the Veſſel I; which being fill'd, the Water is ſuffer'd to run away 
to the Place where you would have it, and by repeating the Opera- 
tion, the Elevation of the Water continues. _ 

OENING the Cock G, the Air preſſes againſt the Water going 
out of the Tube FG; the Air alſo preſſes upon the Water in the 
Reſervoir, and ſuſtains that which is in the Tube A B. Theſe Preſ- 
{ures are equal, and if you take from the Columns of Water which 
they ſuſtain, you will have the Forces by which they a& upon the 
Air contain'd in the upper part of the Veſſels, and the Tube C D E, 
the Pillar FG, becaute there is ſuperadded to it the Height of the 
Water in che Veſſel H, does always overcome the Column in the 
Tube A B, as being longer; therefore the Preſſure at G is leſs di- 
miniſh'd than the other, and ſo 1s overcome by it, and therefore the 
Water muſt riſe in the 'Tube A B, and deſcend down F G. 


Of the Limace or Screw. Engine. 


Tr1s Engine was, as ſome ſay, firſt invented by Archimedes (though 
Vitruvias, who gives an Account of it, does not mention the Au— 
thor) for the Benefit of the Egyptians when they were overflow'd 
by the River Nilus, and is amongſt the Number of thoſe that are 
mention'd in the beginning of this Account of ancient Engines. 

Tre Hollauders have long ago (as ſome Books, that I have ſeen 
of theirs of Fortihcation, intimate) us'd them in draining their mo- 
raſſy and fenny Ground ; from whence they have been brought into 
England, and us'd in the Fenns of Lincolnſhire, Cambridgeſbire, 
and other low Countries, eſpecially in the clearing of their Dykes, 
and to make room tor their Labourers to work. It is of admirable 
Uſe in drawing the Water out of Fiſh-Ponds, where there is little 
or no Current, in order to the taking out the Fiſh and cleanſing the 
ſame. And in Oxford/jhzre, as is elſewhere intimated, they uſe them 
in watering their Meadows, where the Level or Courſe of their Ri- 
vers lie too low to float them by Nature. 

I Fig. 
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Fig. 1. in the next Table but one, there is a Cutt of that Engine, 
the Deſcription of which take as follows. In the firſt Place there 1s 
a Rafter 10, 12, 14, 16, 18 or 20 Foot long, as you have Occaſion 
to clevate your Water, though the latter require Horſes to 
work them, but the firſt may be wrought by Men. This 
Rafter or Piece of Wood may be alſo from 10, 12, 14, 16, 18 or 
20 Inches Diameter, according to the Lengrh, allowing an Inch in 
Diameter to a Foot in Length, and it muſt be made round, only 
about a Foot and. a Half is to be ſquare at Top, on which is fix'd a 
Trundle Wheel. | 

AT each End of this Rafter or Wheel-tree 1s an Axis or 
Gudgeon of Iron as the Mill-wheel has, for the Engine to turn 
upon; then within three Quarters of the lower End there is a 
Regal or Groove, which muſt be made in the Wheel-tree half 
an Inch deep, to fix the Boards in, and carried ſpiral in the 
Manner of a Skrew (which, as Vitruvius mentions, ſhould be made 
the Rectangle of Zythagoras) or like a winding Pair of Stairs, 
for fo it will appear; next you mult take deal Boards, they being 
the lighteſt, 18 Inches long; the one End of them is to be fix'd in 
the Groove, with Pitch and Taw, to prevent the Water getting in 
between, and then this feeming Stair-Caſe is to be cover'd over 
1 with Deal Boards, which are to be pitch'd or painted, and the 
4% Skrew or Stair-Caſe is alſo to be groov'd into thoſe Boards, 


=_ about half an Inch deep, and the Joints pitch'd as before, and af- 
__ ter that cover'd with Iron Hoops, ſet at every two or three 
, Foot aſſunder, which makes it appear like a long Cylinder or 


"A Barrel. 

3 Tuosk of the ſmalleſt Kind that are work'd by Men have 
only an Iron Handle, as a Grinding-ſtone has, but the largeſt 
that are wrought by Horſes have a Wheel like the Cogg-wheel 
of a Horſe-mill, only the Coggs ſtand downwards; and it is 
drawn by one, two, or three Horſes, as there is Occaſion, Planks 
being plac'd for them to go upon. 

Tux Bottom of this Engine is plac'd in the Water, the nether 
Gudgeon running in a Piece of Timber plac'd for that Purpoſe 
in the Water, the Engine lying ſideways; the upper Gudgeon is 
likewiſe plac'd in the Engine very truly; ſo that the Cogg-wheel 
may turn about the Engine, and at the upper End of the Barrel 
of this Engine is generally plac'd a Trough to receive the Water, 


as it comes out of the Skrew, and to convey it away into ſome 
Ditch. | 
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Tr:s Engine, which takes Hold of the Water, as a Cork-Skrew 
does a Cork, will throw up Water as faſt as an overſhot-Mill, 
whereby in a ſhort Time an infinite Number of Water may 
be thrown up; and J remember when the Foundation of the 
ſtately Bridge of Blenheim was laid, we had ſome of them us'd 
with great Succeſs; and they are alſo us'd in the new River Works 
about Newbury Berkſhire, and ſaid to be the Contrivance of a 
common Soldier, who brought the Invention out of Flanders. 
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XXIII. 


Of the Antlia or Pump; its Deſcription, Uſes and 
Kinds, &c. 
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HE Antla or Pump was, as Y:itruvims and Hero 
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Alexandrinus informs us, the Invention of C'e/tbrus 
2 Barber's Son of Alexandria; and therefore in 
Compliment to him tor this, his fo uſeful a Ma- 
chine is by /Yailis and others ſtill call'd the 
Cteſibian Pump, though made different Ways. 
Vitruvins, Lib. 10. Cap. 2. gives an Account of this Machine, 
which, as is elſewhere intimated, was firſt uſed for the playing 
of Organs, and other Inſtruments of Muſick, of which de Caus 
the famous French Engineer has given us ſeveral Deſigns, which 
I ſhall exhibit in their proper Places: But this Pump, as de- 
ſcrib'd by Vitruvius, does not appear to be the ſame that 
Wallis and others give us; this being effected by Preſſure, and 
thoſe that they deſcribe by Suction, or rather the Pulſion of ex- 
terior Air gravitating upon the Water, when the Air is drawn 
out of the Tube by the Piſton. | | 
Taz induſtrious Ozanan, Book 3d. Page 178. of his Mecha- 
nicks, has given a particular Account oft theſe two Kinds of 


Pumps, and of the Manner by which they work their Effects; 


the firſt he calls a force Pump, which ſeems to be the ſame 
which was us'd by its firſt Inventor Ceſibius above-mention'd, 
for the playing of Mulick. 


o 
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Tre Second Kind of Pump he calls a /acking Pump, which 
is effected by the Preſſure of the Air, after the Piſton is rais'd, 
which ſucks out the Air that is therein, and gives Liberty for 
the Water to aſcend and fill that Place, contrary to the Motion 
of a Vacuum. 

AND, Laſtly, he calls ſuch a Pump as raiſes Water, by puſhing 
it upwards, a /ifting Pump; but of this and the Effects, and dit- 
ferent Manner of working of theſe Pumps, I ſhall write more 
in its proper Place, and with the learned Graveſande, &c. 

MonxsituR Ozanan, who is one of the firſt and chief amongſt 
the Mathernaticians, who in his Curſus mathematicus, Page 180. 
Fig. 143. has treated of Pump Works, in treating of Crank Work, 
obſerves that the Force of Rivers is commonly made Uſe of to 
play Engines of this Kind, when compounded into Crank or other 
Work, by Means of a Wheel, as A. Fig. 2. of the next Table but 
one, whoſe Floats, dipping in the Water, are puſh'd by the Force of 
the faid Water, ſo as to cauſe the Wheel to turn, which turns 
the bended Piece of Iron or double Crank B C D, which bearing 
upon the fix'd Points E FE, and turning upon them ſucceſſively, 
comes nearer to, or goes farther off from the Holes I K of the 
two Barrels I L, K m, and fo raiſes and ſinks the Piſtons, one 
after another, by Means of their Rods, B, G, C, H, which are 
faſt'ned to the double Crank, BC D at the Points B C; ſo that 
the whole Force of the Engine, which, as hereafter will be more 
amply ſhewn, uniting rogether, drives up at Bottom, and obliges 
it to go up into one Pipe, which is common to both Piſtons ; 
the Motion and Aſcent of Water thro” the aſcending Pipe, (tho? 
not ſo uniform and regular as when there are three or more 
Piſtons, as 1s often done in Leaver Work) nearly continual, and 
without Interruption, the two Cranks torcing alternately, and 
ſucceeding each other's Stroke. 

Taz Proportion for the Strength and Depth of ſuch Cranks 
is according to the Strength of your Wheel, which depends on 
the Height and Cylinderical Weight of Water, that ſuch an En- 
gine is to force up, which is by ſo much the more, in as much 
as the Stroke or Force, and conſequently the Weight of Water 
2 double of what any ſingle Engine or Pump ſuſtains and 

orces. 
ANp with the learned Grave ſande, to render the Effect of 
theſe common Pumps the more viſible, let there be a little Pump 
made of Glaſs, in the following Manner, A Big. 3. Tab. /eq. muſt 
be a linder of Glaſs, about an Inch and a Half Diameter; 
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in the Bottom of it join a Tube of any Length, as C D; Let 
the upper Part of it be ſhut by a leaden Ball, ſo that the Wa- 
ter may not be able to aſcend out of the Cylinder, but may 
ealily riſe in to it, by raiſing up the Ball which is here made 
ule of inſtead of a Valve; the Piſton is mov'd in the Cylin- 
der AB, which, being ſurrounded with Leather, exactly fits 
its Cavity; there's a Hole likewiſe in the Piſton, which is like- 
wiſe ſtopt with a Ball of Lead, inſtead of a Valve, ſo that the 
Water may riſe, but not deſcend through the Piſton. 

IN the next Place, you are to puſh down the Piſton to the 
Bottom, and to pour Water into it, to hinder the Paſſage of 
the Air; if the End of the Tube CD be immers'd into Wa- 
ter, and the Piſton be rais'd, the Water will aſcend up into the 
Cylinder A B, from which 1t cannot deſcend ; wherefore it comes 
up through the Piſton, when it is puſh'd down; and if you riſe 
the Piſton again, the Cylinder is again fill'd with other Water, 
and the firſt Water is rais'd up into the Wooden Cylinder, 
which is join'd to the Glaſs one, from which it runs through 
the Tube G. | 

Bur ſince the Effect of all theſe Kinds of Machines depends 
upon the Preſſure of the Atmoſphere, the Water will not riſe 
above 32, 33, or 34 Foot at moſt. 

BuT to ſhew the Nature of this external Preſſure of Air, and 
the Effect it has on artificial Fountains, the ſaid ingenious Au- 
thor has produc'd one from Hero, (a) the Conſtruction and Ef- 


fect of which take as follows. 


LET Fig. 4. Tab. ſeq. be two equal Elliptical Veſſels A B, and 
C D, exactly ſhut on all Sides, and made of any Sort of Metal. 

In each of them there is a Separation paſſing through the 
Center of the Ellipſis, which divides the whole Veſſel into two 
equal Parts. _ 3 ; : 

Tax Separation i in the Veſſel D C, is perpendicular to the 
Axis of the Ellipſis, the Separation fg h of the other Veſſel muſt 


be inclin'd to that Axis. 
TukRE is a Brim made about the upper Part of the Veſlel 


A CB, to make a Baſon. 

Four Tubes are join'd to theſe Veſlels, the Firſt, op go 
through the Cavity B of the Veſſel AB, without having any 
Communication with it, and deſcends almoſt to the Bottom of 
the Cavity D, and aſcends to the upper Part of the Cavity B, 
but not quite ſo high as to touch the upper Plate of it. The 


Third qr reaches from the lower Part of the Cavity B, almoſt 
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to the Bottom of the Cavity C; the Fourth Xu is made faſt to 
the upper Part of the Cavity C, and reaches almoſt to the upper 
Part of the Cavity A. 

| Laſtly, ThExłk is a Tube g, which going through the upper 
Plate, is ſolder'd to it, and reaches down ſo deep in the Cavity A, 
that its End = is but a little Way off the Bottom. 

THERE are Cocks join'd to every one of theſe Cavities, or elſe 
they have other Holes that are ſhut up with Screws that have 
Leather on them; the chief Uſe of them is to let out the Water 
very clean from the Cavit ies, leſt they ſhould grow ruity when 
the Machine is not in Uſe. ä 

To come to the Experiment of this artificial Fountain, pour 
in Water thro' the Tube op, ſo as to fill the Cavity D; and if 
you continue to pour in Water, it will riſe up through the 
Tube s 7, and then deſcend through 47 into the Cavity C, 
which is alſo fill'd, the Air aſcending through X, and going 
through g. y. 

TuxN the Machine upſide down, opening the Cocks of the Ca- 
vity C and D, the Water will deſcend into the Cavities B and A: 
Having again ſhut the Cocks, as alſo the Hole y of the Tube Z), 
ſet the Machine again the right Side upwards, and pour Water in 
again through the Tube op, till. the upper Surface of the Ma- 
chine be cover'd with Water. Now, if the Hole y-be opened, the 
Water will ſpout up to almoſt twice the Height of the Machine, 
and the Motion of the Water will continue till the Cavity A be 
emptied with its Water; the Heighth of the Spouting-water will 
continually diminiſh, and.at laſt it will be double the Diſtance of 
the Veſlels. | 

THE Effect of this Machine is to be attributed to the Compreſ: 
ſion of the Air in the Veſſels; the Preſſure of the Atmoſphere 
at o and , as alſo in the Veſſels is equal, but their Preſſures de- 
troy one another, and therefore are not to be conſidered in the 
Examination of this Machine: When at laſt the Water is pour'd 
into the Tube p, it is ſuſtain'd in it by the Preſſure of the Air 
contain'd in the Cavity D, and acting upon the Surface. of the 
Water, which ſtands at a ſmall Height in that Cavity; which 
Air therefore is compreſs'd by the Weight of the Water, whoſe 
Height is o, we ſpeak of the Preſſure, by which the. Preſſure 
of the Atmoſphere is overcome. 

Tre Air in the upper Part of the Cavity B, communicates 
with the Air abovemention'd, by the Tube 5, and is equally 
comprels'd, and acts with the ſame Force, upon the Surface of 


the. 


” 
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the Water in that Cavity: This Preſſure is to be added to the 
Preſſure ariſing from the Height of the Water, in order to 
have the Force by which the Air is compreſs'd in the Cavity C, 
as alſo the upper Part of the Cavity A, by Reaſon of the Com- 
munication through the Tube X#; the Preſſure therefore upon 
the Surface of the Water in that Cavity A, is equal to a Pll- 
lar of Water, whole Height is double the Height of the whole 
Machine; and therefore it ſpouts up, as if it was preſs'd by ſuch 
a whole Column; that is, to a Height not much wanting 
trom the Height of that whole Column. 

Tris Height is continually diminiſh'd, for the Columns of 
Water which compreſs the Air become ſhorter and ſhorter, 
becauſe the Water aſcends in the Cavities C and D; and its 
Height is diminiſh'd in the Cavity B, at the fame Time that 
the Cavity is continually evacuated, and the Water aſcends through 
a greater Space, before it comes to Y ; therefore it is driven to 
a leſs Height than V. 

AND thus much of the Deſcription and Theory of this uſe- 
ful Inſtrument: Let us now enquire what is proper to let down, 
as to its Uſes, and the ſeveral Kinds of them. 

MonsiEuR Ozanan informs us, That Sir Samuel Moreland 
was the firſt who brought this Pump to any Degree of Perfe— 
Ction with us; which I take from that French Author, having taken 
great Pains to find out what Sir Samuel has left on that Head to no 
Purpoſe: But as Ozanar tells us, it was at that Time an In- 
vention which he valued very much; let me explain it in his 
own Words, and make Ule of the fame Draits he has given it 
us in; NOR is the Profile of the Pump, (vid. Fig. 10. Tab. 
ſeg.) the Sucker which is at the Bottom of the Pump LN 
the Piſton, which muſt be a Cylinder of Braſs, exactly turn'd in 
the Lathe, made to riſe and fall in the Midſt of the Cylinder of 
Water, contain'd in the Barrel of the Pump, in ſuch a Manger, 
that it rubs againſt norhing but a ſmall Circle of Leather, well 
prepar'd and fix'd into a little Hollow at the Top of the Pump, 
on the inſide over againſt ON. Through this Leather the Piſton 
goes up and down, with the greateſt Eaſe imaginable, and without 
any conſiderable Friction; for this Friction and Wear has been 
ſuch, that I have known in Pumps (the Cylinder of which has 
been of Lead) that the Sucker has ſoon, (by the Imperpendicu- 
larity of the Stroke of the Piſton, if I may ſo call it) wore away 
the Sides of the Pump, and render'd it ineffectual. 
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To bring this Engine to Perfection, that ingenious Gentleman 
aſſures us, coſt him twelve Years Study, and a great deal of Mo- 
ney; and wichout this new Invention, it would have been impoſ- 
ſible to have reduc'd the railing of Water to Weight and Meaſure, 
as he had done: ADL is the Rod of the Piſton, upon which are 
flipr Weights, which are between E F and GH, to counterpoile 
the Water which is rais'd, and to keep the Piſton upright between 
the two Pulleys B and Ci; VI is the leaden Pipe in which the 
Water ries, after it has paſs'd through the Sucker I, which hin- 
ders it from falling back into the Barrel of the Pump; and this 
{ſeems to be the beſt Method and Foundation for ſingle Forces, 
and flom which we may form any Compound Engine, though 
the Pullies may be omitted in all Crank or Leaver Work, Se. 

Taz lingle Piſton for Pump- work being thus eſtabliſhd, we 
come now to take a View of what may be faid as to Valves, 
Cla-ks, Sc. 

AlL Valves, (as Monſieur Ozanan has it) are not made the 


ſame Way, which is the Reaſon they have different Names; for 
when a Valve is flat like a Board, it is call'd a Clack, and when 


it is round, and goes ſomething tapering (which is by much the 

beit, intomuch as the Air and Water in their Paſſage upwards. 
has more Power in a hollow Concave, than it has on a flat one, 

to raiſe the fame) it is call'd a Sucker; and theſe are the molt in 

Ulc (eſpecially in France) when they have a Tail which comes 

perpendicular out of the Middle of their Convexity, which Tail 

by its Weight draws down the Convex Part, to make it ſtop up 
clole round the Hole, Yhrough which the Warer pailes, liiting up 
the Valve when the Piſton 1s rais'd. 

THEsE Valves are uſeful to ſtop the Water in a Pump, keeping 
it from coming back again, when once 1t has been rais'd by Means 
of the Piſton CD ( Fig. 5. Tab. ſeg. ) which mult move up and 
down freely in the Barrel A B, and at the ſame Time exactly fill 
it, that the Air may not paſs between, when the Piſton is drawn 
up; and then when the faid Piſton is rais'd, fince Air can't ſuc- 
ceed in the Piace of it, the Clack F will riſe, and give Way tor 
the Water to pals through the Hole, which it ſtop'd before; and 
on the contrary, when you puſh down the Piſton CD, and prels 
the Water which has been rais'd, the Clack F ſhuts; and ſince 
the Water can't get out that Way, it is forc'd out through the 
Pipe G HI, which communicates with the Body of the Pump; 
however, as the learned and laborious Deſaguiliers, in his Notes 


on Ozanan (from whence this Account is chiefly extracted) has 
its } 
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it, this Pump would be imperfect, if there were not a Valve 
ſomewhere in GHI, ſuppoſe a little above H, to prevent the 
Water from deſcending, in Caſe of the Failure of a freſh Suc- 
ceſſion, which is often the Caſe. 

Or Pumps, they are generally divided into two Kinds, the 
one is known by the Name of the ſucking Pump, or Pump 
wrought by Suction, and the other a forcing Pump, which is 
effected by the Preſſure ot the Piſton, or Piſtons (for in com- 
pound Engines there are ſometimes two, three, or four working 
in different Barrels, to cauſe a perpetual Aſcent of Water) conti— 
nually preſſing upon the Water, and forcing it through a Pipe 
fix'd into the Side of the Pump, as was in the laſt Paragraph 
explain'd. 

Tas firſt of theſe two Pumps, and which is much of the ſame 
Nature as that deſcrib'd by Wallis, and inſerted in the laſt Chap- 
ter, is properly a ſucking Pump, becauſe it draws the Water 
through its own Trunk, where the Piſton or Rod goes down ; 
and of one of theſe Kinds, I have ſeen one, at a Perſon's whoſe 
Memory I ſhall always fpeak of with Honour, the late General 
Mebb's, that drew Water near 80 Foot deep, that is, 25 Foot to 
the Clack at the Bottom of the Barrel, and the Rod or Piſton 
about 55. 

Tuk French, as alſo we and other Countries, cauſe a Hole to 
be made through ſuch a Piſton, from Bottom to Top, even from 
D to E, where they place a Clack, that when the Water is riſen, 
by the raiſing the Piſton (which in ſuch a Pump is called a Bucket, 
done round with us with Leather, as has been before intimated) it 
may ſtill riſe higher when the Bucket is puſh'd down; for it will 
preſs upon the Water under it, which will puſh up the Clack F, 
and run up through the Bucket; and this Clack will immediately 
ſhut again, upon the raiſing of the Bucket, becauſe the Water 
will preſs upon it, and then open as the Piſton is ſunk to make a 


ſecond Quantiry of Water (to ſucceed the firſt) and to enter into 
the Body of the Pump (which will at length, and in great Heights, 
and after many Strokes) be fill 'd up to the End A, where the Water 
will run out: But to effect this the quicker and better, and to ſet 
the Pump at Work immediately, Men generally fill the Barrel 
with Water; and it muſt be noted, that the Valve or Clack below 
ought to ſhut ciole, to keep the Water from deſcending down, 


becauſe ſometimes the Pump may not be uſed for two or three 


Days, and it will be neceſſary to have it always full. 
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To proceed, that the Valve F (vid, Fig. 5. Tab. ſeq.) may 
play freely, the Rod E C of the Bucket muſt be faſtned to it by 
Means of a bended Piece of Iron, as I C H, ſtrongly fix'd to the 
Bucket; and it muſt be noted, that in this and all other Pumps, 
whether ſimple, or compound, that in caſe the Water lies low, 
you may make the Tube E G, which goes into Water 24 or 25 
Foot long at leaſt, for ſo high will the external Preſſure of the At- 
moſphere raiſe the Water of its own Accord; Gallileo and others 
have indeed ſet down, that the Weight of Air will raiſe it 32 or 
23 Foot high, or ſometimes higher; but as that Air does not al- 
ways ack with an equal Power, but that Water riſes and ſinks as 
the Barometer does, ſometimes higher, and ſometimes lower; and 
as the Springs very often riſe and fall, ſo that the Tube may 
not imbibe any Water at all, at leaſt not enough for the Supply 
of this and other Pumps in the Summer Seaſon 24 or 25 Foot 
above the uſual Surface of the Water will do; and it is adviſable 
alſo, to have a ſquare, wooden, or leaden Box, with Holes in it, 
to prevent the Pebles coming into it, laid 5 or 6 Foot lower than 
the uſual Surface of the ſaid Water is; but if it be not above 8 
or 10, or any ſuch like Quantity of Feet to the Water, then 
2 place the Bottom of the Barrel and Clack where you 
pleaſe. 
a Tris Pump is alſo call'd a lifting Pump, becauſe it raiſes Wa- 
ter by puſhing it upwards: Let AB be the Body of the Pump 


divided into two Parts A K, BI, of which BI muſt be in the 


Water, as alſo the Bucket or Piſton C D, which moves upwards 
in this Part BI, by Means of the Rod F G, fix'd to the Point 
E, round which it moves together with the Piſton C D, and its 
Rod E C, by Means of the Rod G H, Fig. 8. Tab. ſeq. 
Tres Rod E C of the Piſton C D muſt be a Pipe continued 
in CD quite to D, (vid. Fig. 8. Tab. ſeg.) where it muſt 
have a Valve, and there muſt. be alſo one at O; for if you puſh 
downwards, the Rod G H to make the Piſton CD deſcend, the 
Piſton preſſing upon the Water, will force it into the Pipe E C, 
which will open the Valve at D, ſo that the Water may paſs above 
it; then the Weight of the Water will preſs down the Valve, and 
hinder it from going back the ſame Way that it came: So when 
the Piſton C D is rais'd, it will preſs the Water above it, and 
cauſe it to riſe (by lifting up the Clack O) and go into the 
Part A K, where by its Weight it will preſs down the Clack O, 
and remain Where it is: Thus will A K be fill'd by Degrees, 

til at laſt the Water runs out at the upper End A. 
R r | By. 
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By Means. of this Pump, you may raiſe Water to a conſide— 
rable Height; but it has one Inconveniency which attends it, 
and that is, that as the Rod FG muſt be always in the Water; 
which if it happens to be out of Order, it is hard to mend it: 
Belides, ſince the Rod FG moves circularly about the Point F, 
the Piſton CD cannot rite or fall perpendicularly : For this 
Reaſon, the following Pump, which 1s rather to be recommen- 
ded, ought to take Place, having nothing troubleſome in it, but 
the Length of its Rod. 

LET AB for Example be the Body of the Pump, which is 
to ſtand in Water as far as GH, and let the Piſton C D 
have a Hole through it from D to-F, where there muſt be a Clack. 
to open when you. puſh down the Piſton CD, after you have 
rais'd it, to make the Water come in through: the Clack E, 
which opens when you raiſe the Piſton, and {huts when you puſh 
it down, to raiſe the Clack at F, which will give Patlage to the 
Water, and then ſhut it felt, as ſoon as you raite again the Piſton 
CD; and the Clack E will open again at the ſame Time, and 
give Paſſage to the Water, which will afterwards be made to 
riſe through the Clack FE, by ſinking the Piſton as before: Thus 
continuing to raiſe and link the Piſton, the Barrel will be fill'd 
with Water, which will at length run out at the upper End 
at A. 

Tavs much of the ſucking and lifting Pump, with the Im- 
provements to be.made to it: The ſecond, ard indeed the chief 
Pump now remaining, 1s the Force Pump, fo called, for that 
it does, by the Strength and Force of the Piſton, drive up the 
Water with great Strength to any Height required, when to 
the Rod C E is applied a Power as great as the Reſiſtance, or, 
in other Words, ſtrong enough to raiſe the Cylinderical W eight of 
Water, which is in the Pipe H I; and if there be a Clack at I to 
open and give Paſſage to the Water, when it riſes through H I'to 
enter into the Pipe I K, in which it will remain, becauſe irs 
Weight keeps down the Clack I, which mult riſe again, and give 
Paſſage to a freſh Quantity of Water, which will riſe through 
the ſaid Pipe H I, when the Piſton CD is prets'd down; thus by 
raiſing and ſinking this Piſton, the Water will continue to aſcend 
in the Pipe I K, until it goes out at the End K. 

AND this Kind of Pump (eſpecially when it is compounded 
of other Powers of equal Strength and Force, as ſhall be here. 
after taught) is. of the greateſt Uſe, by forcing of Water out of 
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the deepeſt Profundity, from whence the Ancients could not 
poſſibly raiſe it, by any Art they had. 

Having thus taken a View of the Theory of the Antlia or 
Pump, and its Parts, let us now proceed to the PraQtice of it, as 
it is ſet down by Wallis, and others. 

AND the firſt Pump I ſhall give an Account of, is the Antlia, 
or ſo much fam'd Pump of Cteſibius, as we have it from Wallis, 
Prop. XV. Cap. XIV. of his Mechanicks, though it ſeems to be 
ſomewhat different from the Machine, ſo call'd by Vitruvius, 
Lib. 10. Cap. 2. as before hinted at. 

THis uſeful Inſtrument, (vid. Fig. 1. Tab. ſeq.) is made of a 
long Piece of Wood (or of more, if there be Occaſion) cut out 
in the Inſide of a Hollow Cylinderick Manner, and put down into 
a hollow Pit or Pond, the upper Part ſtanding out of the Water, 
and the lower Part within the Surface of the faid Pond or Pit; of 
which Water is to be underſtood, that it is not free from the 
Preſſure of the Air, but by its Gravity and Elaſticity ſubject 
to it. | 

SOMEWHERE in the Hollow of the Pump, let there be a crofs 
Bar fix*d, in the Middle of which is the Hole D, through which 
the Water aſcends; and upon this Hole 1s a Valve or Cover E, 
ſo fix'd, as that it will open or ſhut, according as it is preſs'd from 
above or below : Alſo let there be a Sucket let down from the 
Handle above, ſo fitted to the Sides of the hollow Cylinder, 
that the inſinuating Air can't poſſibly paſs by the Sides of it, 
which Sucket or Sucker has likewiſe a Hole F in the Middle 
of the Trunk, and fitted in the fame Manner, with a Valve or 
Clack at G, as E was at D. | 

TuEsE Things being ſo fix'd, whilſt the Sucker is drawn up 
and down by the Motion of the Handle; and when the incum- 
bent Air, by which the Water that is under it is preſs'd into the 
Hollow of the Pump through E and D, and through the Valve 
opening at E, even to the Bottom of the Sucker, but not higher 
than C I, which 1s the n Altitude of the Equilibrium; and 
being free from the Preſſure that is above, and drove on by that 
which is below, and e contra, vhilſt the Sucker is depreſt 
again by the Motion of the Handle. 

Ir preſles alſo the Water that is under, that it may aſcend 
through D; for the Valve at E being ſhut by this Depreſſion, 
that at G is open'd, through which the Water (having overtopt 
the Sucker) is retracted again, and then it is, that the Work is 
to be repeated; and the ke: having found its Way through 
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the opening at H, it there flows out, being ſucceeded again by 
Water riſing again through D, in the Place of the retracted 
Sucker, and that continually. 

Bur if the Altitude C D be greater, or if indeed it be not leſ- 
ſer than CI, in Fig. 1. which Ballance we ſuppoſe comes to 
paſs by the Preſſure of external Air, the Water can't aſcend 
through D, nor can the Water at C be preſs'd any farther, than. 
the other Parts A CB, and ſo the whole Labour of the Engine 
would be loſt; but if D be under I, the Water will aſcend through. 
D to I, if it is not hindred, even to the Bottom of the Suckers, 
unleſs it be higher than 1; but if the Sucker be drawn up again, 
ſo as that For G overtop the Altitude I, the Sucker having left 
the Bottom, the Water will remain at I, in. ſuch a Manner, that 
if the Sucker ſhould draw the Water, which was before at I, 
through F G, the Valve G being ſhut, it will lift up this alſo, and 
pour it out through H. 

Fxom thence it is (ſays a learned Author) that Quick-filver, 
and the Reaſon holds good in other Liquids, can't be rais'd by a 
Siphon, Syringe, or Pump, above 29 or 3o Inches, nor Water 
above 33 or 34 Foot, and all other Fluids, according to the Ra- 
tio or Proportion of their reſpective Gravaties ; the Caule being 
the ſame in all, namely, that all. thoſe Things which ſeem'd 
heretofore to be done by Suction, are truly done by Pulſion, 
ſuppoſe by the Air, or any other Preſſure ; and that there is no- 
thing done by the Sucker, but drawing out the. Air, to make Room 
for the Reception of whatever ſhall aſcend by that Preſſure. 

WE have already noted, in Lib. 2. Cap. 10. of this Syſtem, 
this great Miſtake that Wallis, and after him the Reverend Dr. 
Wells and others have labour'd, when they have imagin'd, or 
indeed have rather directly ſet it down as their Opinions, that 
Water could not be rais'd by a Siphon, Syringe, Pump, or any 
other Inſtrument of that Kind, above 33 or 34 Foot high, when 
it is notorioully known, that Water is and may be rais'd, even 
by. a. ſingle Pump, above 100 Foot, and by Chain-work, Sc. 
from the Depth of 200 or zoo, as whoever will take the Pains, _ 
may ſee in the fine Buildings and Gardens of the honourable 


George» Doddington. Eſq, one of the Lords of his Majeſty's- 


Treaſury. | 

ON this Account it is, that I have exhibited the Profile or 
Section of this Pump, Fig. 1. Tb. ſeq. where the inſide Part is 
open, and where the exact Manner of working it may be diſco- 


ver'd, ſtill alls wing what the learned Mallis and his Followers 
1 have 
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have ſaid, that Water will not by any natural Means, or in other 
Words, will not, by the Laws of Hydroſtaticks, riſe above 33 or 
34 Foot, or ſcarce to that always, unleſs it be forc'd by the 
continual and repeated Motion of the Piſton in the Pump to 
aſcend. 

Ir has been alſo obſerv'd already, as will be often repeated, 
that Pump-makers generally fix their Clack or. Valve D, at 
about 25 Foot above the Surface of the Water, eſteeming that 
the greateſt Height, to which the Water will riſe well, by the 
Preſlure of the Atmoſphere; at leaſt they do ſo for Fear that 
the Water ſhould fink at any dry Seaſon, ( as it often does, 
2, 3,4, or 5 Feet lower than it is uſual) and then the Pump will 
be in Danger of being made uſeleſs. | 

Tax ſame Members are made uſe of to compoſe this Pump, 
as are for Pumps of any Kind; but becauſe the Sucker D, which 
is made of Braſs juſt fo, as to fit the Cylinder of Wood, 
Lead, Sc. in which it works, muſt be always in the Water; it 
is neceſſary, that the ſaid Sucker have a large Hollow in the 
Middle, and have a Clack at Top as &, through which the aſcen- 
ding Water may paſs, when the Rod or Piſton, with the Sucker, 
is deſcending; which Clack or Valve will immediately, in its - 
Aſcent, lift up the Water higher and higher, till by the Repeti- 
tion of the Stroke, the Water is aſcended to its intended Height 
at H or I, which may be either more or leſs, as the Length of the 
4 Rod (to which the Sucket or Sucker, and which is alſo ſometimes > 
; call'd the Bucket) is. 
$ Ir may be thought, that this Bucket or Sucker, Working 

always in Water, may go very heavy, and that it won't be 

in the Power of a ſingle Man to work it; but we have 
already demonſtrated, that we don't feel the Weight of any 
Bucket, and the Water which is in it, when we draw, till 
it begins to riſe out of the Water, becauſe the Water in the 
Bucket, or that which riſes by it, is of the ſame ſpecifick Gra- 
vity with the reſt of the Water; and tho' this Bucket or Sucker 

be of Braſs, yet as it is very hollow, and not large, the Difference 
from an Equilibrium is but little; and as the Bucket or Sucker - 
is hollow on the inſide, by the opening of the Valve or Clack 
therein, upon Depreſſion, the Valve or Clack at FG, is ſhut, and 
the Water forced to aſcend, contrary to its own Nature, to the 
greateſt Height. 

To conclude what we have to ſay on this Head, if theſe 
Things can be effected by a ſucking Pump, with much greater 
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Eaſe will it be done in a forcing Pump, as deſcrib'd in the Be- 
ginning of this Chapter, where the Stroke of the Piſton is ſo 
great, that by a double, treble, or quadruple Repetition, as is 
in all compounded Engines, the Water may not only be throw'd 
one, but even 200, 300, or 400 Foot high, as will be more par- 
ticularly ſeen, when we come to treat of compound Engines. 1 

I T is obſervable in one of the Pumps before deſcrib'd, the 
ſquare Leads, that Sir Samuel Moreland preſcribes for to hang 
on the Rod or Piſton, can't be us'd; becauſe, as the Piſton 
works always in Water, they will hinder the Aſcent of it up, unleſs 
they are hollow in the Iaſide; however, to keep the Piſton 
ſteadily perpendicular, the two Wheels may be made Uſe of 
that are at the Top. I have alſo added a new Sort of Handle, 


which makes the Pump go ſo eaſy, as that tho? you draw the 


Water three or fourſcore Foot deep, yet a Child of 10 or 12 
Years old may work it; beſides which the Piſton will move 
thereby more perpendicular, and with more Eaſe between the 
two Wheels, than without them; and all that I have to add 
is, that you load the Bucket or Sucker with Lead, or other 
Weights, ſo much as that it may deſcend in the Water with 
Pleaſure; it being certain, that in this Sort of Pump it is much 
harder to depreſs than raiſe the Piſton. But to come to a more 
particular Explanation of this Pump, the Valve D is ſuppos'd 
to be 25 Foot above the Surface of the Water, in the Well! 
or Pond, which will riſe. by the Preſſure of the Atmoſphere, 
to that Height; and over the Hole D there is a Valve, 
E fo plac'd acroſs, as to open or ſhur, according as it is preſs'd 
from above or. below ;' as alſo a Bucket, ar F G, let down 
from above by the Rod or Handle (ſo fitted to the Sides of the 
hollow: Cylinder, as that the Air can have no Paſſage between) 
which alſo hath a Hole in the Middle of its Bottom, and a Valve 
ar G fitted to it, as hath DE. Things being thus ordered, while 
by moving the Handle the Bucket is drawn up (the Air being 
upon it, and by that Means there will be a leſs Preſſure of Air” 
upon the Water below. the Bucket) the Water in the Welt being 
preſs' d. by the ambient Air, wilt be forc'd up into the Hollow of 
the Pump, through the Hole D (as was mention'd in the laſt 
Kind of Pump) opening the Valve E, as far as the Bottom of 


the Bucket, provided it be not higher than I, the Top of the 


Equilllriun, as being free from any Preſſure from above, and 
thruſt up from below; but on the contrary, by turning the Handle 


the other Way, the Bueket is preſs'd down, and preſſes the Water 
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immediately under it, which aſcends through G D. By this De- 
preſſion E is ſhut, and G opened, through which the Water ha- 
ving got above the Bucket, is drawn up with it; and when it 
is drawn back (the Valve G being ſhut) and finding Paſſage, 
flows out at H, which, as will appear by the Figure, is much 
higher than the Bucket; and that conſequently all the Piſton 
and Bucket mult work always in Water, which in the preceding 
Figure 1t 1s not ſuppoſed to do it there, raiſing the Water no 
higher than H, tho' this raiſes it to L or M, as there is Occa- 
ſion: The Bucket of the other does indeed work in the Wa- 
ter; but then its Stroke is but ſhort, and the Rod is but juſt- 
immers'd, the ſquare Pieces of Lead hindering its Aſcent any higher. - 

As to the Handle, juſt above, O in the Pillar of the Pump, is 
a. Pin, on which the Handle P is fix'd, which moving the Arm 
Q, which is fix'd to the other Handle R, by Rivets at à and 6, 
the upper Handle or Movement. Q- is fix'd a Pin at A, where 
it gives Motion to the Rod or Piſton; and ſo the Bucket G, at 
the Top of which there is a Valve that opens and ſhuts. Note, 


There are Holes at Fh, to which you may remove the. Arm 
Q, as you ſee Occaſion. 


Tas Surface of the Water is ſuppos'd to be from C D to.GF, to- 
the Height of the Atmoſphere, when Allowance is made for the 
ſinking of Water in dry Weather; and that it may ſpring out 
haſtily there, even 25 Foot above the. ſaid Surface, as has been 
before noted; and this Kind of Pump is by ſome called the Atmoſ- 
phere Pump. 

By Means of the Spout L, you. may pump up Water into a 
Ciſtern 7 or 8 Foot above the Ground, and the. Rod 8 may be 
40, 50, 60, even to 100 Foot long. Pos 

Tnus much of the. fingle. common Pump; all that I have to 
add to it is, That this new invented Handle, which I think makes 
it go much caſter than the common Way, is to be ſeen at my 
very good Friend's, Borlace Webb Elq. at Biddeſden Wilts, where 
they draw their Water above 80 Foot deep, by the Help of this 
Handle only, and that with.one ſingle Perſon. 95 

Bux as theſe Pumps are made different Ways, and are ſome- - 
times double, treble, and quadruple, I ſhall, in the Courſe of 
the enſuing Treatiſe, ſet down ſome of the beſt Sorts I have ſeen or - 
read of; and the firſt is a double Pump, as we have it from 
Bockler, Page 35. Fig. 143. (vid. Fig. 2. Tab. ſeq. of this Book) 
and which I am told the York-buildings Company uſe, (though 1 
have not ſeen it) which for Cheapneſs, and the Quantity of Wa- 
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ter it will produce, is of moſt excellent Uſe, and is wrought only 
by two Men. 

Tae Piſtons EE are let down into, and ſtrictly fix'd in the 
Concave Tubes D D, and are there mov'd; but ſo that no Air can 
paſs by the Sides of the Piſtons, into thoſe Tubes; the Croſs- beam 
Mark BB is alſo faſtned into the Poſt A, and mov'd on a Pin 
key'd into the Middle thereof, at C, irom the Motion of which 
the Valves or Clacks at F E, open and ſhut, and produce the ſame i 
Effects, as in other Pumps. 9 

THE next Pumps I ſhall produce are taken from an Italian Au- 
thor of great Repute in Machines, the one is a double Pump, 
drove by a Man going in a Tread- wheel, which giving Motion to 
the two Cranks G G. by the Rotation of the Axle-tree H F,. fixt 
as they are in the Frame of Wood I. I. gives Motion to the two 
Piſtons EE, which deſcend alternately, and either lift up the Was 
ter by the Means of the Clacks and Valves BCD, the Water en-® 
tring in at the Arches A. A. 


THe chief Things which I have to oblerve from this Draſt, is 


the great Care this Italian Author has taken to make theſe two 
Piſtons fall perpendicularly, by framing them into two ſquare thick 
Boards at h. h. and the Reader will eaſily diſcern, that by Means 
of the Rings EE, in which the Cranks GG work, are deſign'd 
to facilitate that perpendicular Stroke; this Figure is ſeen in the 
following Table. 

THz next double Pump I ſhall Figure out and deſcribe, is taken 
from the ſame Author, where is figur'd a Man ſtanding (at QQ.) 
upon a Frame of Wood, and there being a Center at R, where- 
on there is fix'd a Vectis or Leaver, at each End of which there is 
a great Weight fix'd, mark'd S. S. which counterpoiſe each other, 
and are of a Weight ſufficient to force the Water up through the 
Elm or Lead Pipes AA; ſo that by the alternate Motion of the 
Man on QQ, and the Center E, the two Piſtons T T ſuccecd each 
other in Preſſure downwards, and Aſcent upwards, forcing up 
Water in the Coffer B, where there is Buoy ; which Coffer is fix'd 
on the Frame H, and lies ſloping for the Water to run out, with 
the greater Pleaſure into the Ciſtern K. . 

I appearing by the Draft, that the Water is rais'd but a little 
Way, I take Notice, that that was an Imperfection in the alian 
Author's drawing, which I was not willing to alter; but tis very 
certain, chat this Pump, be it either us'd by Way of Suction or 
Preſſure, will raiſe the Water as high, and with as nuch Baſe, as 
any of the Pumps yet mention'd: So that ſuppoling you allow 
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DD to be 25 Foot, the leaſt Height of the Atmoſphere, the 
Frame H H, on which is fix'd the Coffer B, may be plac'd at any 
Height you pleaſe, even to 100 Foot, provided the Piſtons TT 
be of that Length; but then it will be a conſiderable Time at the 
firſt pumping, before the Water arrive into the Coffer. 

I have another Thing alſo to obſerve, which is, that there is 
at QQ, and all along the Piece whereon the Man treads, an open 
Grove for the Piſton T T to work in, which going through the 
Top of the Coffer at M M, maintains a conſtant perpendicular 
Stroke, which is what all our Engineers, by Methods ſometimes 
very ſhocking, endeavour to do, to make the Piſtons fall perpen- 
dicularly, and to prevent that Friction, which is almoſt unavoidable, 
in moſt Kinds of Movements in Pump Work. | 

I might in this Place have added a great Number of other Kinds 
of Pumps, which are us d in Exg/and; but that 1 find this Volume 
is ſwelling beyond its intended Bulk; M that 1 ſhall deſiſt ſaying 
any more, except. I do it in the Notes adjoining to this Book. 


VVV 


— 


C HAP. XXIV. 
Of the Cuarn-Pone. 


5» aha Might, from Boekler and others, have produc'd almoſt 
lan infinite Number of Drafts of Engines, which 
ä 2 are plac'd under the Terms of Budromia, FHydarotech- 
Sz 22, WO the firſt ſignifying the Methods of raiſing 
FN WA! Water by Buckets, , and the other by. Globes, or Fi- 
. ail rn 5 any other regular Shape, fix'd to a Rope, 
which Rope being faſtned at each End, and paſſing through an Elm 
or other Pipe, which reaches from the Bottom of a Well to the 
Height to which the Water is to be convey'd, brings up the Water 
along with it; but theſe Kinds of Engines being out of Date, I 
ſhall paſs over them, and confine my ſelf ro two Sorts of Engines 
only, which are reducible to 'this Head ; the firſt is the Chain Pump 
of De Cans, from which it may be tuppoſed, the Reverend Mr. 
ö "Vx wb Holland 
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Holland firſt took his Model. And the laſt is a Chain Bucher 
Pump, the excellent Invention of a poor honeſt Countryman of 
our own, I mean Mr. George Gerves, whole Engine I think very 
juitly excels any Thing of this Kind ever yet 1nvented. | 
Tar Deſcription of the firſt Pump is found in the Eugliſp Editi- 
on of De Cans*s forcible Movements, Page 34. Fig. 25. What he 
recommends in it to be of great Advantage, is, that the Forces 
riſe and fall perpendicularly. in their Barrels. It is (ſays he) eaſy 
to comprehend by the Figure (vide Plate 16. Page 316.) that there 
are four Places in the Arbor, which are hollowed or channell'd, and 
in the Half of the Channels there are Pinns A E, encountering with 
Pinns which are in P H, which make them to aſcend and deſcend, 
and in deſcending, they raiſe one without hindering the other, or 
being hindred by any other Pinns, which are in the Roll mark'd 
PH, becauſe they pals by the void Place of the Channel, or rather 
Collar mark'd D D, CC, by Means of the Chain and Pully K K 
And ſo they riſe and fall each in his Turn, and force the Water with 
great Violence to fifty or ſixty Foot, and ſome to one, two, or three 
Hundred, as Occaſion requires; and this Machine may be made to 
go, either by a Horſe or Horſes, or by Water; but being heavy, 
requires a great Force to be applied to it. | 
"F have ſeen that of the Honourable George Dodington Eſq. at 
Gunville, Dorſet ; as alſo that of his Grace the Duke of Qu engberry, 
at Amesbury, Wilts, with Works of the fame Kind at ocher Places, 
but there is ſuch a vaſt Quantity of Timber Work, and the Machine 
goes ſo very heavy, is ſo noiſy, and ſo apt to be out ot Order, that 
I thought it not proper to make any more Obſervations about it. 
TukERkE are of theſe Chain Pumps in the curious Collection of the 
Right Honourable the Earl of Hay, that have 6 or 8 Piſtons to an 
Engine, but four is I think generally ſufficient, which is all I have 
to add to this Engine. The laſt Rope or Chain-Engine I am to 


mention in courſe, is that lately invented by Mr. George Gerves, at | 


Sir John Cheſter's at Chichley in Buckinghamſhire, which tor its 
Curiouſneſs and Uſes, and going with leis Water, is allow'd to ex- 
ceed any Machine yet invented. Vide Plate 17. Page 316. 

I ſhall not take upon me to give a particular Deſcription of this 
Engine, tho' T have had it ſeveral Times in my Hands; becauſe F «x 
am unwilling to anticipate the Account of it, juſt now a publiſhing 
by the Inventor himſelf. 3 1 

I x general, it is, and may be called à multiplying Wheel Bucket 
| Engine, which moves continually by a ſmall Fall of Water, 

without the Help of any Man, Water, Wheel, Wind, or ry I 
purely - 4 
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purely by a Mechanical Force, founded on the Principles of the Stare- 
ra Romana, or Steel-yard : For as the Water runs from the Spring A, 
by the prick'd Lines B, into the Ciſtern C, there the two Buckets 
D D meet, and are filPd at one and the ſame Time; and the lower 
or larger Bucket D being ſeveral times heavier than the upper or 
WW ſmaller one, preponderates and raiſes it up to a Ciſtern ſomewhere 
behind at N; and at the ſame Time that the little Bucket empties 
it ſelf above, 17 7 one does the ſame at E, the Water whereot 
goes out at the Waſte F. And by this it is evident, that as the great 
Wheel at the Top mark'd Q, is proportionably larger than the Di- 
2meter of the {mall Wheel on which the great Bucket runs P; 
ſo the great Bucket holds ſo many times as much as the ſmall one, 
which makes it to preponderate and raiſe the ſmall one. And 
again, when they are both empty, the ſmall Bucket being upon 
the large Wheel Q, being ſuſpended on a Fulcrum or Prop, which 
I call the Axis O, by the Laws of mechanical Gravitation finks 
down, and raiſes up the great Bucket now emptied of Water, in 
order to their meeting to fill again the Ciſtern C. 
IT has been already intimated, that an Attempt will not be made at 
a full Deſcription of this excellent Machine, which is regulated or 
= bridled above by ſeveral Works towards the Top; and 1 only add, 
= that Mr. Cerves has of late ſo conſiderably improv'd his Notions in 
this kind of Work, that he omits ſeveral of the Members of which 
it is now compos'd ; to uſe the Words of the ingenious Mr. Henry 
Beighton, FR S. the Motion is ſo quiet and ſteady, and there is ſo lit- 
tle Friction in it, that it is likely to continue an Age without any 
Repair, and to be of the greateſt Uſe in raiſing of large Quantities of 
Water to any great Height (according to the Current or Fall that 
gives it Motion) for the Supply of Noblemen or Gentlemens Scats. 
And I add, that as there is no Engine that I ever ſaw, which ap- 
pears to me by the Model to go eaſier and quicker; fo there is none 
that can go with ſo little an Expence of Water as this will, and 
will indeed do where no other Engine (let the Movement be what 
it will) can: Even a Straw full of Water will do it, the Motion 
only being the more leiſurely, in Proportion to the Quaatity of 
Water which ſupplies it. | 
To be more plain, if the Spring is very ſmall, the two Buckets 
which fill at one and the ſame Time together, may be two or three 
Minutes, more or leſs, a filling; where, if it be a ſtrong Spring, it 
may fill in half an one, or leſs, but ſtill they will fill; and aſſoon as 
they are full, be it at more or leſs Diſtance of Time, they will both 
begin their Journeys, one * and the other deſcending. 
| _ 
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I have not had Time to make any particular Computations. of the 
Quantities of Water this Machine wall raiſe, tho' it is plain by Inſpec- 
tion, that not above two Thirds of the Water at moſt runs to. Waſte, 
and that if there be an half Inch Pipe of Water running from the Con- 
duit A, yet the Machine will be always in Action; only whilſt the 
two Buckets are filling, it ſtands ſtill; and one may dare to challenge 
any Engine or Machine that was ever made, to go with ſo little Wa- 
ter as that of two Thirds of an half Inch Pipe, ſince there is no 
Spring, where or howſoever ſituated, but will work it: And there 
is this to be ſaid more, that for every Foot Fall you have from the 
Ciſtern C, to the Waſte B, juſt ſo many times 6 Foot high will it 
raiſe the Water to the Ciſtern it is to be emptied at, at N. Suppo- 
ſing then that in Plate the 17th, the Fall to be 6 Foot, the Water 
will be rais'd near 30 by this Engine. But a more exact Account 
ks in a little Tame be publiſh'd by the ingenious Inventor him- 
C . 

I now go on to Chap. 25. L is the Plan of the Houſe, where the 
Engine is plac'd, K K is the Roof, R Rare Windows lighting the 
Engine. ; | | 
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CHAP XXV. 
Of Crank Work, and f regulating Engines. 


IT HO UT Doubt the Uſe of Cranks in all Engines, 
s of as long a Datc, as any Power that belongs to 

Machines of this Kind, eſpecially double, treble, and 
gz quadruple Pumps. Bock/er in his Theatro Machiua- 


* 4c 0 „ „„ 
2 


n, and a great many other Authors, have given 
= = the Profiles and Deſcription of ſeveral Kinds of them, 
ſome of which I intended to have inſerted in this Place, but that I 
had not Room, this Volumn beginning to ſwell beyond its firſt 
Intent. The Cochlea Puadruplex that Bockler makes mention of 
Page 29. Fig. 92. and which, he ſays, is to be found in Agron 4 
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de Mineralium Fodinis, Fol. 145. ſeems to me to be the beſt of 
any that I ever ſaw in Machines of this Make: But as theſe Kinds of 
Engines are now intirely out of Uſe, and in as much as it is impoſ- 
ſible the Piſtons ſhould deſcend well, without the Regulation, but 
of late invented, I paſs on to the Regulator and Crank Work, com- 
pounded or mix'd as they are together, and without which neither 
of them can work well. 

Now ſome of theſe Regulators are often plac'd horizontally on the 
Top of a Frame of Wood, or a Poſt ſuch as are thoſe of Blenheim, 
London Bridge, &c. and then the Thruſt of the Water into the Pipes, 


is the ſame as in all. ** ne Pergenn Pumps; but there are ſome others, 


the Thruſt whereof is horizontal, and the Regulators perpendicular, 
as in the following Plate 18. Fig. 1. Some Engines there are, that be- 
ſides the great Wheel which the Water drives, have alſo a little Wheel, 
that gives Motion to the Crank and Leaver Work; ſuch is the En- 


gine that belongs to the Merchants Water-works in St. Martin's 


| Lane, the London Bridge Machine, Sc. of all which Specimens will 
be found in the Courſe of this Treatiſe. 
Tux firſt Engine then that I ſhall produce, is one where the Regula- 
tots ſtand perpendicular, and where the Thruſt is horizontal, being 
an old Engine that has been ſome Years erected in the County of 


Surry, and is, in my humble Opinion, as little liable ro Friction, as 


any Engine already, or to be produc'd: And the "Thruſt being ho- 


rizontal, the Water in the _ is ſubject to leſs Friction alſo than 
ar. 


if the Thruſt was perpendicular 


AAA (Fig. 1. Plate 18.) are the Frames of Wood wherein 
the Axle-tree, and Cranks B Brun, C are the Floats of the Wheel, 


which dipping into, and being drove by the Water, gives Motion 
to the whole Wheel; the Pieces of Wood by D, E, E, are the Re- 
gulators fix d into a Bottom Zill at O, O, O. I, H, G, the Iron Rods 


which go into the Piſtons, and which drive the Water thro? 


the Pipes K, L, M, until the Water arrives into the Coffer N. 


From whence, by the Repetition of the Strokes of the Rods, and 


the continual Acceſſion of more Water, it enters into the Pipe Q. 


Fig. 2. Plate 18th, is a larger open Section of the Rods, Pipes, 
Sc. beforemention'd, repreſented by Fig. 3, 4, 5. at which Places 
are Joints by which the Rods riſe and fall (to prevent the Friction 


of the Piſtons 4, a, 4, which are laid open in the diſſected Pipes 


6,6,6) in the Coffer mark'd 10, there are little Valves, mark'd 6, 


7, 8, which open and ſhut at the Approach or Retirement -(it I may 
ſo. expreſs my ſelf) of the Piſtons a, a, a, to keep the Water from 
re yerting back this Coffer, tho drawn open here, to ſhew the 
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little Valves before-mention'd, are cover'd, as are ſeen at N (in Fig. 1 


Plate 18.) Prædicl. and at No. g. Fig. 2. is another Valve, to pre- 
vent the Water's returning back again, but to cauſe it, by a freſh Ac- 
ceſſion, to aſcend the large Pipe thro' Ne 11. BY 

Taz Manner of the Rods being fix'd into the Piſtons @, a, a, as 


mention'd in the laſt Paragraph, is ſeen in Fig. 3. Plate 18. where 


d is the Rod, and 4 the Joint; which Piſton having a Notch (as 
from & toc) the Rod has the Liberty of riſing or falling, as the 
Aſcent or Deſcent of the Cranks and Regulators force it. I 

Tris Engine, I ſay, is ſubject to as little Friction, as any Engine 
of this Kind I have ever ſeen; for whoever will but be at the Pains 
of coming to ſee the Perpendicular Stroke Forcers we have on 
this Side the Water, at Mr. Kent's, the great Still-houſe at YVaux- 
hall, will ſee how much thoſe Engineers have endeavour'd to de- 
fend their Forcers againſt Friction. But of this more hereafter. | 
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, > 


anos 1 
FTF 


CHAT. AXVE 


Of the Crank-Work, vibrating Leaver, and complicated ; 
or treble Wheel Engine for raiſing Water. 1 


| ne —— —y—ũ—ꝛꝓ 
—ů — 


Late 19. Page 320. is the Plan and Perſpective of the 
bee Merchants Water-Work Engine at Tom's Coffee-houſe 
i in St. Martin's Lane, which I inſert in this Place, 
n e becauſe it is preparatory to the Deſign of the Lon- 
don Bridge Engine; which by the Nature of the Work 
— Utſcems to be done by one and the ſame Hand, there be- 
ing only this Difference, that this is an Over-ſhot, and that an Un- 
der-ſhot Wheel. Fig. f. is the Plan, whereof A A is the Extremit/ 
of the great Wheel turning upon the Axis B B, C is the Spur Wheel 
turning the Cogg Wheel D, which 0 its Rotation gives Motion to 
the Cranks F F F, and they conſequently to the Regulators or Leavers 
E E E, and the three Rods and Piſtons mark*d g g g, which turn 
on the Iron Pins or Axis at 55; all which is effected by the Preſſure i 
of that little Water which comes out of the Pipe or Trough at 1 1 
1 . 
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vid. Fig. 2. Tab. prædict. where the Fixation of the Leavers is vi- 
ſibly ſeen to be in the Frame of Wood at K. | 

The Shape and Polition of the Wheels are the ſame as in the 
London Bridge Engine, which follows, but the Floats or Boxes are / 
{ct cloſer and nearer together, on Account of the imall Quantity of 
Water which 1s to drive the Wheel; and here it is viſible, what a 
ſmall Quantity of Water will drive an Over-ſhot, over what will 
drive a Under-{hot Wheel. 

Tarre is another Thing which I would obſerve in this Place, 
and that is as to the Number of Forcers which are needful in an En- 
gine Doubtleſs when theſe Kinds of Machines were firſt erected, 
there was but one Forcer, then the Number was augmented to two, 

and lately they are ſtill encreas'd to three or four, tho? on Account 
of the Intermiſhon of the Strokes, which, together with the Fricti- 
on that is in the Pipes, and the Interruption and Iuterpoſition of 
the Air, us'd to be the Occaſion that the Water would not (eſpeci- 
ally in great Lengths) iſſue out of the Ends of the Pipes regularly, 
but only alternarely, and in Gulps. 

WHaTEVER the Proportion of theſe Piſtons be, it is generally 
ſuppoſed by the beſt Workmen, that three Piſtons are ſufficient to 


maintain a conſtant Stream, tho* in very large Pipes of Conduct, 
ſuch as thoſe of London Bridge are; and where it is requir'd to 


raiſe a great Quantity of Water, they allow tour Piſtons to one 
Pipe of Conduct. 

LL La are the Piſtons, 1 n m the Barrels or Pipes where they 
work, and NN N the Repreſentation ot the Clacks or Valves. 

N. B. In this Place I muſt remark a Miſtake of the Engraver, 
who has in Fig. 1. Plate 14. thew'd the Cranks FFF, as it they 
work'd above the Leavers EEE, when in truth they work under 
them, as may be ſeen in Fig. 2d. and Leavers mn # 0. 

Tre next Crank Work Engine I ſhall produce, is the Plan and 
perſpective of one Part of London Bridge, which for Curioulneſs. 
of Contrivance, the Length of Time it has went, without any 
other than very neceſſary Repairs, and the great Quantity o Water it 
throws up towards the Supply of that great Metropolis, may (Al- 
lowance being made for the Difference there is in the Number of 
Piſtons that are in the one and the other) be well a Parallel, if not 
an Exceeding, to that great Engine of Marley itſelf, and which 
(as it has not as yet been produc'd in publick) will not, I humbly 
hope, be unaccentable to rhe judicious Reader, being, as J am told, the 
Work of one Mr. Sorocold, a very good Engineer, in the Reigii of King 
arles or Kiug James the IId. whether he had any Aſſiſtance o_ 
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Sir Samuel Morland, or any of the Great Men of thoſe Times, 1 
have not been able to learn. Y 


A Deſeription of the Plan, Vid. Plate 20. Page 320. 


A A is the Plan of the great Wheel. 

B Bis the main Axletree on which the Wheel is fram'd, and J, 
the Spindles, which from the Rotation or Movement of the Whee 
give Motion to the Spur Wheels cc, and thoſe by the Movement 
of that to the other 4 Wheels mark*d x x , which Wheels x * 
turn the Cranks eee e, two of which at each Work are going un 
whilſt the other are going down; and this gives Motion to the Lea 
vers Ff f Fon each Side the great Wheel, & c. and cauſes the Piſtons 
£228 at each Quarter to have an alternate Aſcent and Deſcent ig 
forcing up the Water thro' the Pipes 21, coming out at h h h hy 
and conveying it from thence to a proper Reſer voir or Reſervorrsl 
for the furniſhing the City. "Wn | | 

TRE Frames of Wood & 4, Sc. are for all the Wheels to tuts 
upon, as /# 7 } before-mention'd, are the Iron Axis's, on which they 
turn; and here it is remarkable, that the two Wheels cc, whether 
by accidental or natural Contrivance of the Wheel, or by Deſign, 188 
not ' material ; but by Means of it, the Water is thrown over the 
Wheels x * x &, into the Axis or Spindle of the little Wheels 
keeping them continually moiſt. 4 


A Deſcription of the | Perſpettive of the London Bridge Engines; | 
2 Hate 21. Page 320. | 


- In this Draught, at one Side View, is ſeen the Grand Wheel of 
the Engine, with the Regulators or Leavers ; the firſt is mar 
A. A. the others B B. at each of which are the Regulators or Lea 
vers, which from the Rotation of the Spur Wheels c, give Mol 
tion to the Cog-Wheels D D D D, and they again to the Irond 
Rods, mark'd altogether E at both Ends. By this | i 
F F FF, containing 4 Piftons at every Quarter, are all moving 
up and down alternately in the Pipes GGGG, the Sucketsgl 
which axe a little below, {till opening and ſhutting, as the working 
of the Engine requires. = 
AND with this I ſhall finiſh what Thave to ſay as to the complica- 
tec treble Wheel Engine; I now proceed to the ſingle Wheel Crankgi 
and vibrating Leaver, as uſed by Mr. Alderſea in the Water Works 
of Woodſtock, Shrewsbury, and other Places. _ 
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CHAP. XXVII. 


Of the Vibrating Leaver and Crank-Work Engine, with 
| a ſingle Wheel only, to give them Motion. 


T: it BBB 
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BBB the Thorough or Trough, which conveys the Water upon 
the Top of the Wheel C C into ſeveral Boxes, made {ſomewhat like 
a Roman Figure of V turn'd a little {loping, which having puſh'd on 
the ſaid Wheel, is delivered into a Waſte or Tail Water DD P, 
which runs thro? one of the ſmall Arches or Bridge next to Noſa- 
2014's Bower. 

Tatxe are but three Cranks on a Side, and the having of double 
Works (viz. three of a Side) is that in Caſe any of the Cranks in 
one Side are broke, the other may be us'd, which is either faſtned 
to, or looſen'd from the Wheel by a Collar pull'd off or put on 
at V. 

Tus little Letters 22 a aaa, are the Keys to the vibrating Lea- 
vers, which reſt on the Fulcrum or Prop on which they move by 
tlie Rotation of the Wheel CC; which turning the Cranks mark'd 
QQQ QQ Q), move the Leavers CCC, Ge. 

TAE Piſtons which are thereby agitated, and put into Motion, 
and which are well known by the Marks OOO OOO on each 
End, Sc. forces the Water out of the Coffer yr, 77 7, ſituate as 
they are at each End, ſrom whence paſs Pipes, which are in the 
Plan unſeen, under one of the Stair-Caſes 8 8, up thro' the Bridge, 
to the Ciſtern on the Top of the Offices. 

TT T T are Paſſages round, and in the Front of the Engine, 
to view it and come at it, to keep it clean from the upper Part 
T2 T2, is as high as the Top of the Wheel, which is ſeven Foot 
and an half Diameter, and is play'd by as little Water as any En— 
gine of this Kind can be; the little Marks 0000000, Sc. are the 
Foundations of a Grizlade of Iron Work made to keep any Body 
that aſcends the Stairs, and goes to pull up the Sluice at B from fal- 
ling upon the Engine; and ſomewhere in the Coffers near Z, 
are Boy Cocks, being hollow Balls of Copper, which riſe or fall, 
according as the Water in the Cotters rr, Ec. do; fo that when 
the Coffers are Brim-full, and like to run over, thoſe Boy Cocks 
ſhut cloſe, and admit of no more Water to make a Wetneſs or 
Dirt in the Engine Houle. 

THERE are Pipes which come from the Stream A, thro? the 
Wall by B, which ſupply the ſaid Coffers with all common Water: 


But there was a Deſign, whether perfected or no, I am not certain, 


to fill one of the Coffers, (v:z.) that next x, with fine Water 
from Roſamond's Well, which lies within about 1co Yards of that 
Place. 

I have been the more particular in my Account of this Engine, 


having had the Pleaſure of converſing much with Mr. Alder, ſea the 
curl: 
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curious Contriver, and ſhould be ſorry, if from the Length of 
Time, and the faint Memorandums I now have of this curious 
piece, it be not the molt perfect; tho? I think, and am pretty 
ſure, that there is nothing very material omitted in it: And in 
Behalf of the Engine, it may be truly ſaid, tho? perhaps there have 
been ſeveral Engineers, who have ſince improv'd upon it; yet, as 
it is the eaſieſt Piece, going (comparatively ſpeaking) with as little 
Noiſe as a Watch orClock ; ſo Mr. Alder ſea (rho? he has long left Art 
behind him) deſerves the juſt Applauſe of all honeſt ingenious Men. 

THERE is one Thing which I ſee liable to an Objection, which 
is that the Fulcrum or Prop, which is noted by the Marks @ à a, 
is not in the Middle of the Leavers, which, if my Memorandums 
fail me not, is Fact in the Execution of it; but if it be an Error, 
it is ſuch a one as I could not, during the Hurry of Buſineſs, and 
little Time, I have had, correct; which is all IJ have to add in this 
Place, only that Y VII, Sc. is the Foundation of the Walls en- 
compaſſing the Work. 


A Deſeription of the new Part of the Chelſea Water-MWor Engine. 
Vide Plate 23. Page 324. | 


T omit the old Work, becauſe it is ſo near the Model of the Spur 
and Cog-Wheel at London Bridge, and confine my ſelf to one Part 
only of the New; which was latt erected, being, as it is ſaid, the In- 
vention of the late ingenious Mr. Row/ey, and others, and which 
is made nearly reſembling the little Model, which ſtands in the 
Houle firſt erected, only in that there are five Piſtons, and in the 
erected Work but four. 

TaarT the Engineers (whoever they were) proceeded upon the 
ſame Model as Mr. Alder ſea did at Blenheim, contining themſelves to 
a tingle Wheel and Cranks only, I need but juſt repeat; and that this 
new way of working goes caller, and is better at low Water than the 
old, Experience teaches; for tho' by the Number of Wheels, and the 
Nature of complicated Work, the old Work goes quicker at high 
Water than the other, the Rotation of the great Wheel moving the 
Spur and Cog-Wheel with great Celerity ; yet the ſingle Wheel, 
when unloaded of the Weight of the Tail Water, goes much quicker 
and eaſier than the other, which is much impeded by the Friction 
of one Wheel againſt another; an Obſtruction ſo great, that were 
not the Quantity and Preſſure of the Water almoſt invincible, it 
would not have its due Effect. 


SG | NEveR- 
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NEveR THELESsS, tho' a great many Arguments may be produced 
for the new way of working, where the Tail of the Wheel is 
clear'd by a quick Paſſage of the Water from its Tail; yet I can? 
but ſay, that for an Engine continually working in the Water, ag 
that of London Bridge does, the Addition of the Spur and Cops 
Wheel is the Beſt for the Reaſons before hinted at. This being pre 
mis'd, let the Deſcription of the Engine follow. _ = 

A, Fig. 1. Plate 23. is the Trough trom which the Water, 
by the pulling up a Sluice there, falls under the Paſſage al 
Gang-way on the Wheel B BB, the waſte Water goes off at C into 
the River Thames, the Diameter of the Wheel is 24 Foot, and 
about 5 or 6 Foot wide, and the Surface, or general Height of thei 
Water in the largeſt Mill Pond or Ponds, which the induſtrious Uni 
dertakers have in all the low Meadows ſo judiciouſly made—, if 
eight Foot; which Water falling on the Bottom of the Wheel à8 
B, No. 1. gives ſuch a Thruſt, as muſt, comparatively ſpeaking 
move a Mountain. How much that Weight is, has been already 
demonſtrated. . =»; >; 4 _ 
Fon the farther Demonſtration of this Engine, let it be added, 
that the Leavers 4 44 4, Sc. are about 23 Foot in Length, which 
by the Movement of the Cranks 4666, have a vibrating Motiog 
turn'd as they are on the Fulcrum or Props at 0000; ce are the 
Places where the four Piſtons which force the Water up, are fix d, 
which being fix'd into thoſe largeſt Places, and have a Joint a little 
below it in the Rod, gives le and prevents that Friction that 
would otherwiſe be in the Barrels below. | 

Near to 4444, Sc. at each End, are the two Engine Trees 
which having Pipes that come ſloping to them from the Coffers ar 
Boxes where the Piſtons work, the Water takes its Courſe into the 
Pipe 4% thro' which it is flung up thro” the main Pipe, into any 
Place aſſign'd. | 

N N are paſſages or Gang-ways to go round the Engine, to mend 
it, to Make Fires to keep it from freezing, and the like. 4 

THE Perſpective, Fig. 2d. Tab. Prædict. is ſo plain, that it needs 
no further Explanation than its own View, only at 44 4 à are the 
Joints in the Rods, which are made to give Play to theſe, and 
were there little Rowls or Wheels in the Channels or Mortiſlesf 
above, it would ſtill help to prevent the Friction that is almoſt un 
avoidable in the Fall of the Piſtons, I ſay, almoſt unavoidable; 
for as the Regulatars muſt of Neceſſity move upon one Axis off 
Center at 00090, their Vibration mult be circular, and their FA 
not exactly perpendicular. 2 | 
| $7 on CHAN 


> 


9 


% „ 


* 5 v * 7 - - . * * * 11 , 0 = , 7 4 . n 7 N ' - k 

* * * 1 4 7 177 N k N n #, ” s P 1 = „ e. » #1 4 *+, l - _ Pill 

43-3 N 1 vs - * * . 4 "7 * % R — "15S l «Wy. r A G 3 770 , — 1497, FPS Po / a l 7 19.10 \ / >. 5 
"A. Te * * 4 2 3 # - 5 * - , — * 0 % - . - * * 6 -#) \ : 5 214 - PLES b a>. — 3 
* ' BA * \ 2T P 1 272 _— 1 # - * 4 = 

A 4 927 % s ALT 7 p 17 f 5 * . ., = * l * „ * b 

* . pe * . 1 3 5 Ss oy : l 4 
4 „ — 
- 


- 7 1 
227 . 
77 N 


\\ 


99 
5 — 


A 7 * 

A * 
— 55 * 4 
p . FEST / 


4 * 22 N 1 ·˖ 4 | — 
Jay 0 | ROM 2 4. . 
R 
n WINE | | I" We WD COS CO UAMUEAS Gd 


* " 


r 


** N % 


p ' * o.. 


Z Deen 
Pe * py 5 
5 = 
a 


* 4 
; SD, I 
Va 2 K Ay 
f * 
2 5 *. 
beg 
% . A 3 F 


2 
7 
* 


g 


* : + 
g 1 » —_ J 
| / Sg = f IG. | 
Lye — + RO 0 - * 
1 0 — Ll * 
p \ * S 4 / 
1 rr 2 = | r , 
„. . Wer * _ wy | * 5 
o [ooo soo f vo jojo] oj ooh yo 5004-35 ; 88 == if! 
— mY * — —— : 1 3 
1 1 7 i 
O ga” E ia - 5 82 1 N g , | 5 0 | 
0 —4 J wk, — * - [ ( 5 
" 3 0 . | 1 ; 
— ay : — l % | (| . 1 
0 ＋ a ; 1 . 
2 1 8 ; 
* * r 1 1 * 
O * 4 | od. 1 bf x | 
_y 4 4 L : 
ee Err nn ' Fae „ 2 — 4 xx; 
— — — — — 1 O e, [ | N 8 
— — — —— | / PF 2 
— — 4 0 , ” ' 
— — — — —-—̃ U 2 | 
—— — — — 
= — — 7 7 | | 
- — _ — — — ——— [- 0 —__——_ 0 Q 1 6 i — N de £2.44 A Fe 444444 — _— 1 * — — — — — — 
Cer ͤ —— [ 
—̃ͤ —— | 0 G, | 
| 
1 
| 
| 
| 


—_ — 
— — — 
{ 
— — — — —— — Ä — + a 0 
8 * 7 
. , — — — — — — "I —2— 
. — - — 
-. ———— TJ 
— q. — 
.* — 5 5 — 1 
— — MO | 
= = =—= 5 J 
| == —_—y 
= — — A Y 
— — 
1 — — 
— —— > — ————b-?˖ 
A 
———_ y- ooo — — — RO P — — —Bů — — — ——Ü—— — ea ? — — — — — — 2 — — 


[ 
1 
4 
—— ＋—— 


vl 


— 
— 


N ＋ LI 7; 2 ＋— 


CO 


E. 


— 


1115 ˙—ü———˙ | 


— 8 
= * So 
— — 
Wa 
S _ l 
= * 
— — 
— 
b 
RS. 
"Lit 
; \ 
N . * — 
— — 
A 
- — 
* 


— — 
4 
——— — — 
— — - 
4 — > s — — «-A . ¼T]—. — 
” — — — — 
4+ — — —— — — — __—__——___ —ñ — — 
a — — i = _ ——————= 
þ : | — 
— ” — 
— — — 
— —— — 
—  — 
i N | — — — 2-6 
1 
— - | 
: \ . 
| 1 | 
__ — 7 : 
- * => p 
* . - — # 4 
> — * 
— F 
— — — = % — 
— — — — 
= ' PW e 
- — — 
- N 7 IT — x — 
8 4 G — - > = 
17 #4 4 ” - 
— 7 nt * * it Py — — — 
— ri G l s * 
$4 4-4 4 l \ 11 — i» 1 
* þ itt {1 *1 1785 oy . 4 
12 — 4 
-E | * 11 2 _ 
l : 4+ — 
hy 2 i" f 8 — p = —__ = 
/ ö 2790 7 Waun Yr 2 
. 2 „ - 1 | — 
1 - : P42 : l 
: . —— — — 1 4 » = 2 2 FI — 
— — — 1 — 
, - 14 p —— * — 
m = 
— — \ > 
: = L 112 
-— = IT — — — 
2 2 — , 
= = iy — — — 
— — hg ” — — 
- — * A +4 
2 . - 7 n 1 E. 
+ — 4 
+4 f . mats a * 
11 WILL — 4 . 
* . 7 ” 2 . 2 j ? 
- G : 4 — ITE 9 . a * 
Ce ——— rs my ar 15 : [ 4 
— — 
— — »4 = * 
— — 
_ - — = — 
=_ _ : : — 
— — — ” —— 
— — — — 
— — — — — — 
— — — —_ 
— — — 
— — — | — — — — 
—.k-V— 1 ———— — = : 
- — — — — — — — — 
= m——_——— — — — — — — —— 
— — DT — — 5 — — — — — — 
— — — — — — —̃— — — — — 7 — 
- - - — — — — _ — — — — 
g ” 8 — — — rn een - > wr — — — — — 3— > = 
C — — — — —— — — — 2 
—— — - — — — 
— — — — — = — — = — — 
— — — — — — - 
— — 2 " 
+ — U — — 
= —» = — — — — : = — — — 
” — — A — 9 — = — — - 
- — — — > - 
" = — = — — 
—_ — = — — 
— — — ͤ — 
wx — — — — 5 — - — — ͤä (—ͤ— 
5 — —> - 
= —— — — — — : 
4 — — — 1 
=, = — — - — — 
* — — —— — — = R 
ADJ : = —— 
— A — — — — - > . 
g - — 2 
— 
N 4 — — — — 1 
— — 
— — — — 
— 1 — — — — —<— — — 
4 * — — — - — — — 8 
_ -— — — _ 
22 N ow — — 
* — = — > . : _» b — —— 
— — — x—P 2 — pe — 
” — — — — — — — 
= pa — — 
— — —  -_ —- — 1 
— — — — 
* — — — , 
= —— — — — 
— — 
0 — — 
_ b — 
N - * — — — 9 _ — 
— -1 — — — — 
_ : 2 — 
=, — — — % — —— — - - 
— — — — ̃—— 
— — — —— 
L — — — — — — 
— -_ — — — — 
— 
- — — r. 
: \ — 
— 4 — - ——_ —— — 
nm = | : _ 
K — = — 
= - 
-_ — . — Al — 
7 2 J | 1 5 — — — . 
4 = . —— — = wth. 
— 7 — — —— - 2 — 
= — — — — — — hũB! 
yo od —— —— — CE — —4 — - 
2 Þ pes — 
— — = 
— —̃ —„— 
— 
d 1 — 
: = 4 
= — — — 
— _— O_o 
-= | 32 - = = — 
= q —_ - 
FE 2% 1 — = = - + — — — 
— — 
4 > 2 2 = = - 
* | = * * — tz - - == 
= 43% £4 — f- = — 
2 2 5 — ny 
- — — * — — 
K 2 2 — — 
— — + = — — 
1 - 2 : 
— — — 
— 
= 
— — — 
2 — 
— 
5 — =O a m — — 
— — 
— = ” —— 
2 — 
= _ = — „ * 
= — — — — 
— — 2 
py — 5 
2 — — — = — 
= — —— nr = E - — 
2 _ —— — ä —ͤ— — — — — — - —_— CES 
, — — — — a _ — — — — — 
2 = = 7 — — i — | 12 — 
- - © — —- 
— 5 -—- - _ 
- - - — 
* = 
——ů ů — — — — ” 
— A — 4 — — —— —— = 8 — 
— — mt — 3 
— — — —— ——— 
= — — 8 * „ DAAM——_ ** = - — 
2 — —_—— — ͤ 
0 3rrðr᷑L &—2—2—᷑—— = — 
—— — 
% PRI 2; WB 1 
— — — — — 
— — — — — <=» 
— — a 
- 
ul Rang 
= . — 
1 4 
— 
— 1 - 
N 
— . * 
ö ; PL 0 
- 
þ FL * . 4 9 1 
by 4 ” 
a - 
1 
5 
© - . | 
RY | 
2 * 
a * * > * 
— - 
by : 
* . 
© | - 7 - * 
. 
% 
z 5% 
* . 
& C 1 — — — 2 — 
= 85 —. * — — mY = — KN. as we * —— — T 
4 * 


r 


- 


at 


** 


4 1 17 
ii 
Mee 
'* 7 
i 1 
14 
$31 114 1 ' 
' | 
1”; | > 
1.3663 FEE 
n 
0 t 
Ty : : 
/ $41! 
14 / 


: 
: : 
'T; 
: . 
$1 | N 
nnn 
- w 
7 
q \ 
. * a 
** 
| * „ - 
wy - 
" 
4 
. 
* 
1 
* 
A . 
a 1 
1 1 1 A 


4 
— — — — 
— 
— — 
% 
- a 
— 
— 
— y 
4 
Aa 
2 
= 
2 
22 M4 
323 
1222 þ-4 
433 1 
=> 
4+ 4 
b4 
12 
-4++- 
222 14 
one +: 
) 4-44 20 
$++4 4 I 
by $44 * 
mir 
2633 
— 
IE —— 


— —2— 


2 1 13 
8 x I + 


* 


eee 5 IRE... — 
S N „ " n \ 


KSL SY 


4 CS "M3 =>. *1 J. Th! 0 
1 
N | 
Os . 
Anne 
4 1 
Err | 
: 
7 
(] 
' „ 0 JN 
" . 1 
\ 1 7 1 
ne | | 
1 . 
: 
- 
- 
: © * AY 
1 1 
| ; 1111 
. * 4 
N a | ji 
\ 
: | 1 } 
1 : 
® " Gee 14 =. . TINS? * 4 : 
: LINN : "RA 
4 " 
— — " 2 Nine MEE 
- S : 
— y 
- — cc... 
ww 
* 
= > — 
þ-4 
oy 
28 
—_ . 
12 
132 
＋ 
2322 
144 — 
2222 
* 
217 "ITT 28 - 
N 22222 TT 
222 
2 4 o — 
11117 aa 1 = 
1111 1 n \ 
— 1 | 
Th 1 
4 * 
22 1225 
22 
on 2222 
4 4 4-44 
? 41 
. . 
* - 
— 
” 
SS 
— o 


* 
* - a» — 
= - 
* 
1 - 
— 
_ * 
- 
* 
” 
* 


wr, — —-„—- — — — 


— —— — üä ——̃— —— ——— — — 
— &REé . — 
— — — a — — — — — — — — — — — — — — 


=: * 
o 
» 44-2 <4 4 4 ay n G U * 9 2 * » ll 
fy: Pb 1 | 2 | 
” 20 55,..m 8 1 „ * oh 


— 


420 


Ca. V Feet 


A 


r 


o 
EEE 


0 
S 


23 
a 


V 


TTLILLE) 


WE 


Nn 


Wem, 
nnn 
eilen 
ure. 


AM 


Denen 


, rrertont es eee 
* 


5 


OT MATTY 


'( 
nn lle vorne TW 


1 
lll 
1 is . 


ta! 


2 


aue 


it 


* win 
*Thrss FL $44 146 © 


LOT 


— — 
* 


SS 
'" 


1164444 


— PR 2 
1443 
eln ene 


. 


— 
— 


wii 4410), 


® 544 +164] 
306 $6924” 


\ 


NUR mn 
minen 105 f TITTY Ma. 
„6 | e 
Wein ee 0 — 2 

1 


. n οα ed 


i s 
„/. 
TYL "; "4 
' i " = *4 
, TH 5 „„ 7 


one, 


we beans en gs at nn 


unn 


— 
— 
— 
— 
* , 
- 
- 
- 
- 
- 
: 
: 


wth 


EEE TLLLALE IEEE 


i= 4 


* 


nenne 


434 4+ 


- - — 7 ——— x N — 
L ”" I 15 
"4 \ 


uW 


„ 


* 


t 


# 


„„ 
TILL 
— 
_— 


146. 


rr 


n 


ni 
1 
en Wining, 


I 


LLP 
N 
\ 


* 


. +» 5 ' . - . . - - 
RH been D „%, 


innen nen 


I 


5 rn 


enen 
* 
, 
CASITTETEEELYTD 


in 
Minn; 


Ait, 
U 


Withy 
Une 


g 


rern 
e 


Mun 


uv 
«144 


Ge OL OK 


4 


| 


tene 
11 
ieee 


Werne 
TTILLIAC 


? 


«11+ ious 
» +*14464 
[FLEE] 


++++141 Wh] 


0 


l 
X 4 


— 
„„ 


My | 


= — — ' x: l 1 5 
b . — 3 | 
= —_— - — 2 


nnen 
nn 


— 
cw 


= 
[TH 
' 
1. 


0 

, i 

| lil 
Ho! 


——— TEEES. 
62 „% OE —— 
FF — — — 


= T — - — — — 


FRA 0 £043.05 5% = = "_— . . —_— . 
OO DV EE I >" ___ECRRA it . _ < =>» = = = _ 
COL EE ET SE EEE „ „ SS SS „ „ „„ WE = 


— * 


Rr 8 


wt. 


>. 


— - COLLECTS EE 


= Ja OSS Ae. l l „ „ e „ FEE ESR wy 2 —— *** 
1 = = - - _ = 

— ca „„ „„ —— Two = =_ l 
RS 5 2 


1 
—ů— —K—ilj —— r: !!!!!! ——I—k! 


- pe * 
— x OO —_ i _ R ” 


—— = — 


* 


| of Hydroſtaticks and H ydraulicks; 925 


s © 


EI EE yy 


SS SS SSHSS SS SS SS 


CHAP, XXVIIL 
Of the Engine for raiſing Water by Fire. 


wemra we MONGST the ſeveral Engines which have been con- 
25 . * triv'd for the raiſing of Water for the Supply of 
=O , 6 Houſes and Gardens, none has been more juſtly ſur- 
priſing, than that for the raiſing of Water by Fire ; the 
particular Contrivance, and ſole Invention of a Gen- 
tleman, with whom I had the Honour long ſince to 
de well acquainted ; I mean, the ingenious Captain Iavery, ſome- 
ime ſince deceaſed, but then a. moſt noted Engineer, and one of the. 
ommiſſioners of the Sick and Wounded. 
Tais Gentleman's Thoughts (as appears by a Preface of his to a 
Wittle Book entituled, The Miner“ Friend) were always imployed 
Hydroftaticks or Hydraulicks, or in the Improvement of Water- 
orks; and the firſt Hint from which it is faid he took this Engine, 


aas from a Tobacco Pipe, which he immers'd to waſh or cool it, 
eis ſometimes done; he diſcover'd by the Rarefaction of the Air in 
oe Tube by the Heat or Steam of the Water, and the Gravitation or 
mpulſe of the exterior Air, that the Water was made to ſpring thro” 
be Tube of the Pipe in a wonderful ſurpriſing Manner; tho? others 
u, that the learned Marquiſs of Worceſter in his Century of In- 


eentions (which Book I have not ſcen) ſee Page 68. gave the firſt 
Hint for this raiſing Water by Fire. | 
IT was a conſiderable Time before this curious Perſon, who has F 
deen fo great an Honour to his Country, could (as he himſelf tells 
us). bring this his Deſign to Perfection, on. Account of the Auk- 
wardneſs of the Workmen, who were neceſſarily to be imploy'd in 
the Affair; but at laſt he conquer'd all Difficulties, and procur'd' a 
Recommendation of it from the Royal Socicry in Tranſac. No. 252. 
and ſoon after, a Patent from the Crown, for the ſole making this 
Engine; and I have heard him fay my ſelf, that the very firſt Time 
he play'd, it was in a Potter's Houle at Lambeth, where tho? it was 
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a ſmall Engine, yet it forc'd its Way thro' the Roof, and ſtruck up 
the Tiles in a Manner that ſurpris'd all the Spectators. 

ABovuT the Year 1699, he wrote a {mall Pamphlet or Treatiſe 
concerning this Engine which I have juſt now mention'd, wherein 


he has exhibited a Draught of it, (which, with its Improvements, is : 
to be found in the next Plate) as allo, a particular Deſcription of 


its Uſes, which will follow in this Chapter: But as that conſiſted I 
of a double Receiver, and a great many Particulars not fo ealy for I 


a Learner at firſt Sight to underſtand, I have firſt of all inſerted IM 


that Draught, with the Account thereof, which Mr. Bradley in his 
New Improvements of Planting aud Gardening has given us of 
that at Camden Houle, it being an Engine of Mr. Savery's own 
Invention, and which is the plaineſt and beſt proportion'd of any i 
that T have ſeen; and after that, I ſhall give the Author's own Draw. 
ings, and the Account by himſelf publi{h'd of his double Receiver, 
with the Improvements thereunto made, which are undoubtedly i 


neceſſary in great Heights, and where great Quantities of Water ll 


are to be rais'd. 
A Deſcription of the Fire Engine, Fig. 1. Plate 24. 


A The Fire | 
B The Boiler; a Copper Veſſel of a ſpherical Figure, in which 


the Water is boiled and evaporated into Steam, which paſſes thro' Ml 


C The Regulator, which opens to let it into 

D the Steam Pipe (of Copper) through which it deſcends into 

E the Receiver, which is a Veſſel of Copper alſo, that at firt “ 
ſetting to Work, is full of Air, which the Steam will diſcharge thorough Ml 

F the Engine Tree, and up the Clack at 3 

K (the Plug of the ſaid Clack to come at and repair the ſame, it 
need be) and ſo the Air aſcends in 

L the Porce Pipe 
its being hot all over, then ſtop the Steam at 


„ after E is void of Air, which is found ß 


C and throw a little cold Water on at E, and the ſucking Clack i 


will open at B 
I (which is the Plug of the ſaid Clack) and fill E with Water, 
which will aſcend thorough 1 

G the Sucking Pipe from 
H the Pond, Well, or River. 
THis being done, proceed to raiſe your Water, (viz.) 
Firſt, Tuxx C to let the Steam paſs from the Boiler into E, and 
it will force the Water therein thorough F by Kup L; which Water 
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can't deſcend, becauſe of the Clack at I. When E is thus emptied, 
which may eaſily be perceived, by its being hot, as before, turn C, 


and confine your Steam in B; then open the Cock M, which will 


let a little cold Water into E, and that by condenſing the Steam in 
E, will cauſe the Water to aſcend immediately from H, and reple- 
niſn E. 

| Tazx turn C, to let the Steam into E, and it will Force the Wa- 
ter out of it up L, into a Ciſtern at O, placed at the Top to receive 
it. Then confine your Steam at C, as before, and turn M for the 
ſpace of a Second or two of Time, and E will be refill'd, which may 
again be diſcharg'd up L, as before: So that this Work may be 
continued as long as you pleaſe, if you keep the Water in B. 

Ie you turn the Cock N, and then only Steam comes out of it, 
TW (wichout hot Water) the Boiler muſt be repleni{h'd with freſh Wa- 

ter; but our Boiler of Water will laſt a long while. 

Wie you have rais'd Water enough, and you deſign to leave 
oF working the Engine, take away all the Fire from under the 
Boiler, and open the Lock N to let out the Steam, which would 
otherwiſe (was it to remain confin'd) perhaps burſt the Engine. 

Ir mult be noted, that this Engine is but a ſmall one, in Compa- 
riſon of many others of this Kind, that are made for Coal Works; 
but this is ſufficient for any reaſonable Family, and. other Uſes re- 
quired for it in watering all middling Gardens. 

Tus Proportion of the ſeveral Parts of it as it now ſtands at 
Cambden Houſe, take from Mr. Bradley, as follows. 

Tas Pipe from the Surface of the Water, to the Engine Tree 
F, is 16 Foot, which 1s the Length it ſucks the Water, or rather 
through which the Water 1s drove by the outward Force of the 
Atmoſphere; but as the aforeſaid ingenious Gentleman obſerves, might 
be made to draw or force Water (according to the Laws of Hydro- 
ſtaticks) 28 Foot very well; but according to the Rules before men- 
tioned, to 33 or 34 Foot; however, in Attempts of this Kind, it 
is better to be under your Mark, than above it. 
= Bur to proceed from the Engine Tree E, up to the great 
Ciſtern which receives the Water, is 42 Foot (but as Mr. Bradley 
thinks) might be 1co Foot high, if ſuch a Quantity of Steam be 
ailow'd as is proportionable to the Length of the Pipe. 

Tae Diameter of the Bore, as well of the ſucking Pipe G, as of the 
force Pipe L, is three Inches; and of the Steam Pipe D about an Inch. 

Tu Receiver holds 13 Gallons of Water, and the Boiler three 
times that Quantity. | 


WEN. 
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WEN this Engine begins to work, you may raiſe four of thi 
Receivers full in one Minute, which is 52 Gallons; and at that Rate, iz 
an Hour's Time, may be flung up 3110 Gallons, which at 60 Gal. 
lons to the Hogſhead, is 52 Hogſheads: So that were this ſmall El 
gine to work, it would throw up 1248 Hogſheads (if Mr 
Bradley's Calculation is right) in 24 Hours. And if there werlf 
two Receivers, which is generally practis'd in Coal Works, tl 
one to ſuck, while the other diſcharges it ſelf, then there wou 
be rais'd 6240 Gallons in an Hour, which is 104 Hogſheads, ani 
conſequently a Day would produce 2496 Hogſheads. Y 

THE prime Coſt of ſuch an Engine is about 50 Pound, as I 
ſelf have had it from the ingenious Author's own Mouth, and th 
Quantity of Coals requir'd to work it, about half a Peck, hid 
need not be renew'd above 6 or 8 Times, were it to be wroughl 
the whole 24 Hours, which ſuppoſing to be a Buſhel at moſt, is nf 
above 12 d. in London, but much cheaper in many other Place 
the Fxpence is not conſiderable to what Horſe Work is, which 
muſt be ſhifted twice or thrice a Day, eſpecially in all Coal af 
Wood Countries, where Horſes are likewiſe generally let at dear 
Rates, than at other Places, on account of that greater Quantim{ 
of Carriage there is in thoſe Places, more than is in others. 

Tre. chief Thing that ſeems to be objected againſt the Nature 
the Engine juſt mention'd as to the Expence, is the making . 
Fire in the open Air as it were, and under a Trivet; becauſe thi 
Heat in ſuch a Latitude will evaporate, and not be ſo ſtrong, as whe 
it is confin'd into a narrow Compals, and conſequently there mui 
be a greater Expence and Waſte of Wood and Coal, than when iti 
thus contracted, which makes it, I think, better to have the Fi 
enclos'd in a Stove or Furnace, than under any open ſpherical 
Figure. Y 

ProOCEED we now then to the double Receiver, as we have i 
from the firſt Thought of our ingenious Inventor, and after that, i 
the Improvements that have been ſince made to it. ; 


i * _ 
1 KA. * . _ 


A Deſcription of the double Fire Engine, and of the Method ij 1 | 
working it, Plate 24. Fig. 2 and 3. I 


Taz foregoing Chapter treating of the Method of working tia 
ſingle Fire Engine, which may ſerve for the Supply of any reaſon 
able ſmall Family, and Gardens thereunto belonging, it is requli 
ſite in the next Place, that we conſider the double Barrel and doub 
Furaaced one, which is requir'd in all large Buildings and Garden 

| | a4» 
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well as Mines, and other deep Places, which is extracted from 
ne Author's own Account of it, in a little Treatiſe before mention- 
4, call'd, The Miners Friend, publiſh'd alſo in the Tranſactions 
f thc Royal Society, Numb. 252. | 


A Deſeription of the Engine, Plate 24. Fig. 1. 


A, The Furnaces. 
B B, 'The two Fire Places. 


12 

C, The Funnel or Chimney. 

D, The ſmall Boiler. | 

E, The Pipe and Cock of it. 

F, The Screw that covers and confines the Force. 

G, A {mall Cocktoa Pipe going within eight Inches of its Bottom: 

H, A larger Pipe going the ſame Depth. 

I, A Clack on the Top of the ſaid Pipe. 

K, A Pipe going from the Box of the ſaid Clack or Valve, into 
je great Boiler, about an Inch into it. 

I, The great Boiler. 

M, The Screw with the Regulator. 

N, A ſmall Cock and Pipe going half Way down the great Boiler! 

O O, Steam Pipes, at one End of each are | 

1.2, Screws to the Regulator, and the other End to the Receivers. 

PP, The Veſlels call'd Receivers. | 

1.2, Screws to PP. 

= Q. The Screws which bring on the Pipes and Clacks into the 

Front of the Engine. 

RRRR, Numb. 1. 2. 3. 4. Valves or Clacks of Braſs, with 

rews to open and come at them upon Occaſion, 

S, The Force Pipe. 

T, The ſucking Pipe. 

| TT. ſquare Frame of Wood, with Holes round its Bottom in 

e Water. 

KX, 4 Ciſtern, with a Buoy Cock, coming from the Bottom of 

oe ſaid Ciſtern. 

2, The Handle of the Regulator. 


Tux Manner of working this Engine is, firſt, there is a good double 
urnace, ſo contriv'd, that the Flame of your Fire may circulate 
[= ound, and encompaſs your tWo Boilers to the beſt Advantage, as 
ou do Coppers for brewing. * you make any Fire, * 
: u n 
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G and N, being the two ſmall Gauge Pipes and Cocks belonging to 
the two Boilers. And at the Holes fill L the great Boiler two 
thirds full of Water, and D the ſmall Boiler quite full; then screw 
in the {aid Pipes again as faſt and tight as poſhble. Then light the 
Fire at B No. 1. When the Water in L Boils, the Handle of the 
Regulator mark'd Z, muſt be thruſt off from you as far as 'twill go, 
which makes all the Steam, riling from the Water in L, paſs with 
irreſiſtible Force through O Ne. 1. into P. No. 1. making a Noiſe 
as it goes; and when all is gone out, the Bottom of the Veſſel p, 
No. 1. will be very hot. Then pull the Handle of the Regulator 


towards you; by which Means you ſtop O. Ne. 1. and force your 
Steam through O. Ne. 2. into the P. Ne. 2. until that Veſſel has 
diſcharg'd its Air through the Clack R. No. 2. up the Force Pipe. 
In the mean Time, by the Steam's condenſing in the Veſſel P. No. 1. 
2 Vacuum or Emptineſs is created, ſo that the Water muſt and will 
neceſſarily riſe up through I the ſucking Pipe, lifting up the Clack 
R. No. 2. and filling the Veſſel P. No. 1. | 

In the mean Time, the Veſſel P. No. 2. being emptied of its 
Air, turn the Handle of the Regulator from you again, and the 


Force is upon the Surface of the Water in P. Ne. 1. which Surface 


being only heated by the Steam, it does not condenſe it, but the 
Steam gravitates, or preſſes with an elaſtick Quality like Air; ſtil 
increaſing, its Elaſticity or Spring, till it counterpoiſes, or rather ex. 


ceeds the Weight of the Water aſcending in S the forcing Pipe; out 


of which the Water in P. Ne. 1. will be immediately diſcharg'd, | 


when once gotten to the Top; which takes up ſome Time to re-. 
cover that Power, which having once got, and being in Work, it 


is eaſy for any one that never law the Engine, after half an Hour's 


Experience, to keep a conſtant Stream running out the full Bore of 3 


the Pipe S. For on the out-lide of the Veſſel P. No. 1. you may | 


{ce how the Water goes out, as well as if the Veſſel was tranſparent; i 


for as the Steam continues within the Veſſel, ſo far is the Veſſel dry 


without, and ſo hot, as one is ſcarce able to endure the leaſt Touch 
with one's Hand; but as far as the Water is, the ſaid Veſſel will be 
cold and wet, where any Water has fallen in it; which Cold and 
Moiſture vaniſhes as faſt as the Steam in its Deſcent takes Place of i 
the Water. But if you force all the Water out, the Steam, ora 


ſmall Part thereof going through R. No. 1. will rattle the Clack 
ſo, as to give ſufficient notice to pull the Handle of the Regulator 
to you; which at the ſame Time begins to force out the Water 
from P. No. 2. without the leaſt Alteration of the Stream; only 
ſometimes the Stream of Water will be ſomewhat ſtronger — be- 
| 3 joe, 
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fore, if you pull the Handle of the Regulator before any conſide- 
rable Quantity of Steam be gone up the Clack R. Ne. 1. but it is 
much better to let none of the Steam go off (for that is but loſing 
ſo much Strength) and is eaſily prevented, by pulling the Regula- 
tor ſome little Time before the Veſſel forcing is quite emptied. 
This being done, immediately turn the Cock or Pipe of the Ciſtern 
X on P. No. 1. ſo that the Water proceeding from X through 
LY (which is never open, but when turn'd on P. Ne. 1. or P. 
No. 2. but when between them is tight and ſtanch) I fay, the Wa- 
ter falling on P. No. 1. cauſes by its Coolneſs the Steam (which 
had ſuch great Force juſt before) by its elaſtick Power, to condenſe, 
to become, in the Language of our Author, a Vacuum, or empty 
Space. So that the Veſſel P. No. r. is by the external Preſſure of 
the Atmoſphere, or what is vulgarly call'd Suction, Immediately 
refilled, while P. N. 2. is emptying : Which being done, you puſh 
the Handle of the Regulator from you, and throw the Force on P. 
No. 2. cauſing the Steam in that Veſſel to condenſe, ſo that it fills 
vyhile the other empties : The Labour of turning theſe two»Parts 
of that Engine, vig. the Regulator and Water-Cock, and tending 
the Fire, being no more than what a Boy's Strength can perform 
for a Day together. 

Taz ingenuous Reader will probably here object, that the Steam 
being the Cauſe of this Motion and Force, and that Steam is but 


= Watcr rarified, the Boiler L muſt in ſome certain Time be emptied, 


{o as the Work of the Engine muſt ſtop to repleniſh the Boller, or 
endanger the burning out, or melting the Bottom of the Boiler. 
= To anſwer which, be pleas'd to obſerve the Uſe of the ſmall 
Boiler D. when it is thought fit by the Perſon tending the Engine, 
Ss to repleniſh the great Boiler (which requires an Hour and an Half, 
or two Hours Time, to the ſinking one Foot of Water): Then, I 
= iy, by turning the Cock of the ſmall Boiler E, you cut off all 
= Communication between 8 the great Force Pipe, and D the ſmall 


Boiler; by which Means D grows immediately hot, by throwing 


a little Fire into B. No. 2. the Water of which boils, and in a 
very little Time it-gains more Strength than the great Boller ; for 
the Force of the great Boiler being perpetually ſpending and going 
out, and the other winding up, or increaſing, 1t 1s not long before 
the Force in D exceeds that in L; ſo that the Water in D being 
deprels'd in D by its own Steam or Vapour, muſt neceſſarily riſe 
through the Pipe K into L, running, till the Surface of the Water 
in D is equal to the Bottom of the Pipe H. | 


Uu 2 TEN 


332 An Introduction to a General Syſtem 


Tux the Steam and Water going together, will by a Noiſe in 
the Clack I give ſufficient Aſſurance, that D has diſcharg*d and 
emptied itſelf into L, to within eight Inches of the Bottom: And in a; if 
much as from the Top of D, to the Bottom of its Pipe H, i; 
contain'd about as much Water as will repleniſh one Foot; ſo you 
may be certain, L is repleni{h'd one Foot of courſe : Then you open 
the Cock I, and refill D immediately. = 
By which you will ſee, that here is a conſtant Motion, without 


Fear or Danger of Diſorder or Decay; and if you would at any 3 
: 


Time know if the great Boiler L be more than halt exhauſted 
turn the ſmall Cock N, whoſe Pipe will deliver Water, if the Wa 
ter be above the Level of its Bottom, which is half Way down the 
Boller, if not, it will deliver Steam. 3 
So likewiſe will G ſhew you, if you have more or leſs than eight 
Inches of Water in D, by which Means nothing but a ſtupid Ne.“ 
glect, or miſchievous Deſign carried on ſome Hours, can any al 
Ways hurt the Engine. And if a Maſter is ſuſpicious of the 
Deſign of a Servant to do Miſchief, it is eaſily diſcovered by 
thoſe Gauge Pipes: For if he comes when the Engine is at Work 
and finds the Surface C of the Water in L, below the Bottom 
of the Gauge Pipe N, or the Water in D below the Bottom of 
G. ſuch a Servant deſerves Correction; tho? three Hours after 
that, the working on would not damage or exhauſt the Boilers: 
So that in a Word the Clacks being in all Water-Works always 
found the better the longer they are us'd; ſo here the fame Effect al 
is found, and all the moving Parts of the Engine being of like 
Nature, the Furnace being made of Jz7urbriage or Windſor Brick, 
or Fire Stone, I don't ſee it poſſible for the Engine to decay in 
many Years. 3 
Fo x beſides all the Clacks, Boxes, and Water-Pipe, Regulator, 
and Cocks are all of Braſs; and the Veſſels are made of the bet 
hammer'd Copper, of ſufficient 'Thickneſs to ſuſtain the Force of 
the Working-Engine : In ſhort, the Engine is ſo naturally adapted 
to perform what is requir'd, that even rhoſe of the moſt ordinary 
and meaneſt Capacity may work it for ſome Years without Injury, 
if not hired or employ'd by ſome baſe Perſon on Purpoſe to deſtroy MY 
it: For after the Engine is once fix'd, and at work, I may modeſtly i 
affirm, that the Adventurer or Superviſor of the work will be 
freed from that perpetual Charge, Expence and Trouble of Re- 
pairs, which many Engines are generally liable to. = 
Favs far the Ingenious Captain Savery as to the Working of 
his Engine; many other Inſtructions has he like wiſe left us 2 3» 
| | . 
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: fixing his Engine, for the Service of Gentlemens Houſes, Coal-- 


Works, Se. | | : 
Ar 1, which, with other Neceſſaries, may I think be ſumm'd up in 


theſe few Lines, that the Engine be fix'd on the higheſt Ground, or 


{ as near as poſſible the Reſervoir that is to ſupply the Houſe and 


Gardens, if in the open Air; for the Advantage of this as well as the 
Chain-Pump, is that you may uſe them on the higheſt Hill, and they 


certainly fave that Expence of Pipe which is unavoidable where-ever 


you force up your Water by Crank-Work, not but they are uſeful 
where Cranks are too. But if you are to force up your Water to the 
Top of a high Tower, then of courſe you muſt place your Engine 
therein, and one and the ſame Building will ſerve. 

Lx is obſervable, that all thoſe Engines that are plac'd ſo as to raiſe 
Water to. a conſiderable Height, that the Furnaces are plac'd about 
21,220r 23 Feet, and ſometimes more, above the Surface of Water in 
the Well or Pond, out of which you are to draw the Water; becauſe 
the external Preſſure of the Air, or in other Words the Atmoſphere 
forces the Water by Nature up to. that Height where this Engine. 
takes it, as it does in all other Pumps and Engines. 

To follow our Author for Palaces, or the Nobility's, or Gen- 
tlemens Houſes, you may fix the Engine in any remote or out- 
Room, whoſe Floor as before is not above 20 or 25 Foot from the 
Level of your Water; but in Caſe the Surface of the Water is apt to 


riſe and fink, as many Springs are apt to do, there you mult take the 
loweſt: Bur you may continue your force Pipe up to the Top of 


your Houſes, be it 7c, 80 or 100 Feet, making your Furnaces either 
larger or {maller, according to the difterent Heights you are to throw 
your Water; at the top of which Houle you are to fix your Ciſtern, 


into which the Pipes alſo muſt be laid that are to convey the Water 


to its ſeveral Uſes. 

THIS way of Ciſterns on the Tops of Houſes or Palaces would 
be of ſingular Uſe in caſe of Fire, as is ſaid before; for in every 
Stair-Caſe a Pipe may go down the Corner, or behind the Waini-- 
cot, fo as to be no Blemiſh even to the fineſt Stair-Caſe. 

AT every Floor there may be a- Tura-Cock with a Screw; at 
the utmoſt. End you may likewiſe have a ſmall Leather Pipe kept 
well oiPd in a Cupboard or Cavity in your Wall, which may not 
be ſeen but. on the opening ſome Part of the Wainſcot; or. ſuch- 
other Contrivance as the Ingenious Builder {hall think fit to make 
ule of. This Pipe of Leather muſt be long enough to reach from. 
the Landing Place ar Stair-head into.all the Rooms adjoyning to its 
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ONE End of this Pipe may have a Screw to fit the Cock in!? 
the other Pipe; and at the other End a Pipe like the Noſe of a Pair 
of Bellows ; ſo that wherever, though under a Bed, or the remotetil 
part of any Room in the Houſe, the Fire breaks out or is diſcover'd 
any Servant having ſcrew'd the Pipe to the Cock, ſtops the Noll: 
with his Thumb till he comes to the Place where the Fire is, when 
taking away his Thumb, he by directing the Noſle to the Fire, im. 
mediately extinguiſhes it; which being liable to be inſtantly uſed, 
I think a Houſe, Palace, Sc. that has this Invention, may be ſaid to, 
be morally out of Danger of being deſtroy'd or ſo far injur'd, al 
Ilhiteball and Ker/enugton have within theſe few Years been. F 

Tus Command of Water muſt be allow'd to be a vaſt Advani 
tage to any Houſe whatſoever, where Brewing, Waſhing, Sc. i, 
uicd ; the Copper ſtanding high, may be fill'd as eaſy as if it ſtood 
low, by which means the hot Liquor may be contriv'd to go to a \ 
our Coolers and other Veſſels, either by a Siphon, Stop-Cock and e. 
the like, without the Labour of Pumping or Boiling with Buckets. al 

How uſeful it is in Gardens and Fountain-Works may or might 
have been ſeen in the Garden of that Right Noble Peer the preſent 1 
Duke of Chandois, at his late Houle at d iou-Hill, where the Engine ! 
was plac'd under a delightful Banquetting-Houſe, and the Water. 
being forc'd up into a Ciſtern on the top thereof, us'd to play 1 ; 
Fountain contiguous thereto in a very delighttul Manner. I 


3 n 1 


Fo x the Draining of Fens and the like, this Engine is no leſ Y 
uſeful, but muſt be made very large in the Bore of the evacuating 
Pipe ; for at all ſmall Heights a ſmall Quantity of Fire will deliver a 
prodigious Quantity of Water. For ſuppoſe we ſuck twenty Foot, if 
the Boiler does but fill the Veſſels called Reſervers, with Stream 
ſtrong enough to counterpoiſe or exceed the Force of the Atmoſphere, li 
or Spring of the common Air, it will diſcharge them at ſo ſmall a i 
Height as 30 Foot Force in a very little Time: And the Steam having 
very little Force is immediately condenſed, fo that it will preſently MR 
ſuck full, in one of the Veſlels, while the other is diſcharg'd. 3 

No vw in as much as the Fire being more or leſs, adds nothing to 
the Suction; I think ſuch Lifts being ſeldom above 35 or under 6 
Foot, all the Directions farther needful for the fixing the Engine for 
this Uſe, is in all Lifts under 20 Foot; to place your Engine ſo as a 
little above your Force-Clacks, may be the Place of the Delivery of 
your Water into a convenient Reſervoir or Trough, tobe carried off 
at the moſt proper-Place for its Diſcharge. p i 

Ir it be any Height above 24 Foot or thereabouts, you have no- 
thing to do but to continue the Length of your force Pipe 22 ; 

Height 
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nleight requir'd ; it ought to have a Shed or Covering, not only in 
Ithis (but in all other Places) and to be plac'd at the loweſt Place of 
your Fen or Bog, as other Engines deſign'd for that Purpoſe gene- 


t | rally are : And thus much of the Uſes and Manner of fixing it, as I 
| Wave it from the Author, or from what has occur'd to my own Ob- 


ſervation on this Head; as for the Working of it in Mines and 
WC 0al-Pits, I refer the Reader to the Author's Treatiſe it ſelf, as it 


| is Printed for S. Crouch at the Corner of Pope*s-Head-Alley in Corn- 
b Vill, Auuo 1702. 
6 


PRO CEE D we now, according to Promiſe, to a Capitulation of 


he Improvements that have been made to this uſeful Engine, which 
vill be in a great Meaſure ſumm'd up in thar Noble Engine erected 


| or the Uſe of the Tor- Buildings. 

y To finiſh this long Account of the ſurpriſing Engine for the 
WW: .i{ins of Water by Fire: I produce this laſt Improvement of it by 
"1 r. Z Dns Newcomen, which makes it undoubtedly the beauti- 
lt and moſt uſeful Engine that any Age or Country ever yet 
orcduc'd. i 
ur following, vid. Machine, Plate 25. differs in no eſſential 
bart from that fer up at the Zork-buldings, only the Pump-Work 
; is double: And all Engines that are in Mines have their Pumps un- 
3 der Ground, fix'd in the Pit: The Pumps being either ſucking, lift- 
= i, or forcing Pumps, according to the Conveniency or Circum- 
—_ cc ot the Place. 

* 

YJ i ge. 
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A Deſcription of the Eng ine 10 raiſe Mater by Fire, F d ; 
in a Frame of Timber inſtead of the uſual Engine- Houſe, il 
as Improv'd by Mr. NEW COMEN. , 

H E Leaver, or great Beam of the Engine, 


; £ 


moving upon its Centre at C, whoſe Ends 
5 are alternately pull'd down by the Piſton in 8 
the Cylinder, and by the Plug or Forcer of 
the Pump. Hed = 
| 21, 4 4, #2, 4 3, The Arches fix'd to the 
Ends of the Beam, to carry the Chains that ſuſtain the Piſton and 
the Plug; in order to have the Strokes perpendicular in the Cylin- 
der, and the Forcing-barrel or Working-piece, in the Lines à 4 and x6. 
Cet, Cc2. Two ſtrong wooden Springs, to weaken the Blow 
given by the Bars at the Ends of the Leaver when the Stroke is too 
long, that the Machine may not receive too great a ſhock. = 
42 1, 4 2. Two ſtrong Iron Bars croſſing the two extreme Arches nl 
of the Leaver, to prevent the Ends from coming down too low in 
caſe the Chain at either end ſhould break. 8 05 | = 
D. Another little Arch upon the Beam, to carry a Chain that 
draws up and lets down the working-Timber P P r, pp 2, (by the 
Engineers belonging to the Mines calPd he Plug-#rame) which, in 
riſing and ſinking perpendicularly, does, by its ſeveral Pins, alter- 
nately open and ſhut the Regulator T, and the Injection-Cock . 
E. The Rod which, hanging at the Chain of the Arch 2 2, a 3, 
draws up and lets down the loaded Forcer or Plug ; which Forcer, 
by its motion in the Working-piece, or Forcing-barrel F, brings up, 
cout of the Well under it, and forces up thro' the Pipes, into the Re- 
ſervoir, a Column of Water almoſt as heavy as the ſaid Forcer i 
* whick 


A1, A2, 


4 . 
Ll 
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which is only loaded with ſo much more weight as to give the Wa- 
ter a ſufficient Velocity, that the Quantity requir'd may be-rais'd and 
aeliver'd into the Reſervoir in a given time: And, that neither Air 
nor Water may paſs between the ſaid Forcer and Barrel, it goes thro” 
two Collars of Leather, which are ſcrew'd between three Rings of 
Metal fix'd on the upper Flanch of the faid Forcing-barrel. The 
middle Ring is of Braſs, and ſerves for a Guide to the Forcer, being 
of a leſſer bore than the other two, which are of Iron, that neither 
Wt he upper Leather nor the lower Leather (one whereof is turn'd up- 
Wwards, and the other downwards) may {lip between the Forcer and 
the middle brafs Ring; as may be ſeen in Fig. 3, which repreſents a 
WGcometrical Section of the Pump-work, ſeen in tront, with the 
Worcer, Rod, Screws, and Weights; the two ſucking and forcing 
WV alves ; part of the ſucking Pipe, and part of the forcing or aſcend- 
ag Pipe; the ſmall Pipe, which diſcharges the Air, with its Cock 
Wnd Valve ; the leaden Cup with Water (to the height of the pointed 
ine) to moiſten the Teachers which are repretented by ſtrong 
black Lines. 8 AL 
—_ #8, 10, o, 7, H5,G1. (Vid. Fig. 3. Plate 25) is The Pump-work, 
Fonſiſting of the following Pieces, vig. F 7, 8, the Porcing-barrel, 
hich is bigger in its Bore at 7, 8 than in any other part, to allow ſuf- 
WE cicnt Water-way, when the ſucking Valve fix'd at the level of 9, 10 
iſes up as the Forcer is rais'd. 'This Barrel has a curve Elbow H com- 
Ing out of it juſt above the ſucking Valve, and the Elbow has a Flanch 
nder 6,to carry the forcing Valve which plays in the ſwell 6 of the 
=—_—iccc 6,G 1. The ſucking Pipe which goes down into the Well has 
ly its Flanch 9, 10, and a ſmall part below it (mark'd 11) ſeen here: 
And it is upon this Flanchg, 10 (the Flanch of the forcing Barrel) that 
ie ſucking Valve is fix'd, which rifes when the Forcer is lifted up, 
ad allows the Water to riſe which the Atmoſphere preſſes up from 
be Wcll, to fill the ſpace left empty by the Forcer ; the torcing 
= vc under 6 being ſhut all this while: Then, as the Forcer comes 
own again, it preſſes a quantity of Water equal to its bulk thro? 
be forcing Valve under 6 into the Piece G 1, the ſucking Valve be- 
ag [hut at that time; and fo on, till the Water is driven up thro? the 
ies Gr, G, G, G, into the Trough I, I, which carries it into the 
eſervoir K, K, K, K, K, K, K. NB. The Forcer is @ hollow braſs 
linder fili d with Lead, turn d true and ſmooth on the out ide. 
., The Injection Ciſtern, for the Uſes of the Engine, to be men- 


| 4 ion'd hereafter. | 


M. M, M, M, The two ſtrong Timbers which ſupport the Leaver 
its Centre or Axis, and between which the Leaver plays. 
SZ XX N, The 
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N, The Chain that ſupports the Piſton, which always hangs per- 
pendicular, becauſe its upper part always applies it ſelf to the Arch 
at the end of the Leaver, whilſt the free part is a Tangent to the 
ſaid Arch. 14 

O, Or, O 2, The Injecting Pipe, which coming from the In. 
jecting Ciſtern L at O 2, gives out a little Pipe at O 1, to let Water 
run upon the Piſton, to keep it tight, by moiſtening and cooling iti 
Leather, and at laſt goes into the Cylinder at O thro' a Flanch, in 
ſuch manner, that an Adjutage or ſpouting Pipe is ſcrew'd on the uf 
per part of the end of it which is in the Cylinder. The Uſe of tht 
Pipe is, to ſpout cold Water into the Cylinder, in order to condenſq 
the Steam, and make a Vacuum under the Piſton, when it has bee 
rais'd up to the top of the Cylinder, that the Atmoſphere may prehſj 
it down again with force and ſwiftneſs. | 

PI, Pz, The Cylinder, made of Braſs, hollow within, and 
bor'd very ſmooth, that rhe Piſton P 1, mark'd in pointed Eines, ma 
move up and down in it from PI to F 2, without letting either Steam 
or Water paſs by. This Cylinder has a leaden Cup ſolder'd to the 
top of it under N, ſo wide, that the Water that lies at the top off 
the Piſton to cool its Leather may not flaſh over the top of tł 
Cylinder in the ſudden riſing of the Piſton. | 

The Steam-pipe, thro* which the Steam paſſes from the 
Boyler into the Cylinder. Es | 

R, RI, R, R, Rz, The Boyler, made hemiſpherical at top 
and then diminiſhing at right Angles, or with a Flanch, at R 1, R 
and ſo continuing almoſt in a Cylindrick form to the bottom; 
which is riſing in the middle, as appears by the pointed Lines. = 

S, A braſs Plate ſcrew'd to the Boyler with four or more Screws 
which, when taken off, opens a way into the Boyler in order u 
cleanſe it, Sc. On this Plate is faſten d a ſhort Pipe and Valve, 8 
with a Stillyard and Weight ſupported by a perpendicular Piece, S 
in order to know the ſtrength of the Steam in the Boyler, and to 
prevent its burning, if neglected. In this Plate are fix d two Gage al: 
Cocks, & 1, 2 2, whoſe Pipes are of different Lengths, in order to 
know how high the ſurface of the Water is in the Boyler ; for if both 
Cocks, being open'd, give Steam, the Water is too low ; and if boi 
give Water, or give no Steam, then the Water is too high; but el 
2 1 gives Steam, and 2 2 does not, then the ſurface of the Water 5 
at a due height, vi g. above g 3, the bottom of the longeſt Gage g 1 

T, The Steam-Cock or Regulator, conſiſting of a large bra nll 
Plate and a Pipe reaching up to Q, which makes half of the Steam- yn 


pipe, and is there ſolder d to the other half that comes down * 3 


2 a 
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che bottom of the Cylinder. By means of the Handle b b, a little 
= nooth Plate, mark'd 16 (Fig. 2.) under the Regulator Place, is 
W nov'd in ſuch manner, as alternately to ſhut and leave open the hole 
Pot the Steam-pipe, ſo as to perform the Office of a Cock, but with a 
. great deal leſs Friction. 
V, A Cock to let Water out of the Boyler upon occaſion. 

W, A Pipe to feed the Boyler with lukewarm Water from the Cup 
Nat the top of the Piſton, thro' the Feading- pipe # #, which goes 
down into the Boyler within a few Inches of its bottom, that there 
may always be a due Quantity of Water in the ſaid Boyler. 
XX, A waſte Pipe to carry off the ſuperfluous Water from the 
Cup at the top of the Piſton. 
Y Y Z, The Sinking-pipe to carry off the Water which is injected 
Winto the Cylinder at every ſtroke, whoſe end Z (mark'd in pointed 
Lines) is turn'd upwards with a Valve upon it, kept tight (when 
hut) by a little Water in the hot Well Z: But every time the Steam 
Wis let into the Cylinder, it opens the V alve at Z, and diſcharges the 
Water, as long as the laid Pipe Y Y continues full, or nearly full, to 
Inelp the Steam by the preſſure of its Water, which is always propor- 
S:tionable co its height in the ſaid Sinking-pipe. 

a, a, a, a, a, a, The Chimney and Brickwork about the Boyler, 


1 | | Y being here ſeen only on the back: ſide; the Fire-place, repreſented by 
tune pointed Lines at &, being on the other fide, and the Flue carried 
5 round the Boyler, under its Flanch. 


bb, The Handle of the Regulator, moy'd backward and forward 
= by the Motion of the Slider þ c, 

8 4, di, The Tumbling-piece, commonly calld the [VI from its 
MR -igurc, moveable upon an Axis e e by means of the Shanks g % and 
e. which are thrown backwards and torwards, by the Pins in the 

—_ \\ orking-timber, or Plug-frame, one Pin & (on its outſide) depreſ- 
ag g 9 in the deſcent of the Working- timber, ſo as to throw the 
—_ cd ot the LI] loaded with Lead to 4 1 (as here in Fig. 1. and 
big. 2) whilſt one of its Toes, at the other end, ſtriking the Pin c d. 

—_ cots forward the Slider, and opens the Regulator: Then a Pin or 

oller upon a Pin 4%, in a Slit made thro' the middle of the Work- 

ing timber, in the riſing of the ſaid Timber, lifts up the Shank g 5, 
and throwing the Weight d 1 towards the Cylinder, cauſes the other 
Loe at the contrary end of the [ Y] to ſtrike the Pin c 4 on the in- 
de, and thereby pulls back the Slider to ſhut the Regulator. 
HF, 2, A ſmall Iron Leaver, commonly call'd the LF], moveable 
upon its Axis , which is fix d in the piece 25 whoſe Office is to open 
and ſhut the Injection-Cock Mo BY means of two Toes #, 0, which 

"2 take 


— 
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take between them the Handle of the ſaid Cock m. The Centre f 
this Leaver is above its Toes, between Ff 1, f'2 5 and one of its end; 
F 2 lodges it ſelf in the Notch of the Catch » 1, whoſe Foot is fix4l8 
upon the Axis 7 of the ſaid Leaver. When the Working-timber af. 
cends, a Tooth, which is fix'd on the (ide of it that looks toward 
the Cylinder, expreſs'd here in pointed Lines, raiſes up the outmog i 
end of another Catch mark'd q, (one part of which is hid by the 
Working- timber / and conſequently draws down the farther end 
which takes along with it the neareſt end of the Catch y 1, which i; 
upon the {ame Line, and cloſe to the other, whilſt the end p of the 
faid Catch 1 riſes towards , and thereby lets fall out of the Notch 
the end F 2 of the Leaver, which, being pull'd down by the Weight 
F 3 fix'd to it, cauſes one of the Toes, mark'd 2, to puſh toward! 
the Working-timber the Handle of the Cock , which thereby give 
the Injection: Then, as the Working-timber deſcends, by a Pin ob 
its further ſide it puſhes down the Curve-end or longeſt Shank of the 
FF] viz. f 1; and raiſes up the otlicr Sn, jr, fo as to lodge it in_ 
the Notch of the Catch 1; the other Toe, mark q o, puſhing the 
Handle forward at the fame time, and thereby ſhutting the Injection 
immediately before the opening of the Regulator: as the Imectios 
afterwards muſt be open'd juſt after the ſhutting of the ſaid Regul» 
tor. From the Beams which ſupport the Cylinder there come gene- 
rally two deſcending Pieces, to carry the Machinery that turns te 
Regulator and Injection-Cock, commonly call'd the [FE] and [Y], a 
2 due diſtance from the Working-timber ; but here, for want «YG 
room, two Iron Bars are us d, one of which is mark'd z 3, 2 4, joind 
at bottom by a croſs Bar, and with Side-pieces 2, z 1, 12, to car 
the Axes of the [E] and [Y]: The other deſcending Iron Bar can! 
be ſeen in this Draught, as being hid by the Working-timber. 
NB. For the better underſtanding of the Motion of the Machine, iu 
Regulator and Injettion-Gock, with the other Parts belon ging 
them, are drawn in large in the ſame point of Sight, and are marti 
with the ſame Letters in Fig. 2. 3 

& k, The two ends of a Strap of Leather faſten'd to the top of t 
[Y] at 4 1, to keep it from falling too far either way. 13 

J, The ſhiſting Valve, to let out the Air that extricates it ſel 
from the injected Water at every ſtroke, and which would hinder the. 
duc Operation of the Engine, if it was not driven out at this Valve. 

0, A Cup and Valve to receive ſome of the injected Water, which 
is much hotter than the Water above the Piiton : From this Cup hot | 
Water is convey'd into the Feeding-pipe 2 2, by the Cock o 1. 
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p, pl, p, 7 2, The Working-timber, hanging by a Chain which 
applies it ſelf to the Arch D, and og up and down perpendicu- 
larly thro' the holes p 1, % 2, made to keep it _—_ its motion. 
This Timber has a Slit in the middle from 1 down below p, in or- 
der to receive the Shank g h, and to throw it back again by a Pin 
RX - , or Roller on the Pin, in the faid Slit. There are alſo Holes on 
the right and left fide of this Timber to put in Pins, as 4, and d, al- 
ternately to deprefs the Handle g g on the one ſide, and the long 
Shank of the [F] on the other ſide, according as the motion of the 
Engine requires. 
27. 4. . 4. Two ſtrong horizontal Timbers that ſupport the Cy- 
linder by means of a Flanch on the middle of the Cylinder, and Bolts 
and Screws thro? the ſaid Beams. 
7 1, 72, Acroſs horizontal Timber, broken off in the Figure, to 
ſhew the Cylinder and Pipes, &c. 
., 5, 5, Braces allo broken off. 
| . 7, A Scat and Platform to go from the Workiug-picce to the 
=_ Pump. | | 
* One of the upright Timbers that ſupport the Spring- frame 
and _ FP to the horizontal Piece at M, the other Timber be- 
ing behind. 
LE The braſs Guide for the Rod of the Forcer, which is here al- 
moſt hid by the aſcending Pipes. 
2, u, , u, , The Joyits of the Floor, which is even with the 
middle of the Cylinder. 
e. r, A Cup of Lead, which keeps moiſt the Fack-head or Col- 
i 
6 


lar of Leathers. NB. At frft working, the Air is let out of the 
Jack-head &y looſening ſome of its Screws, or by a little Cock and 
Valve at x 1. 
„ A croſs Piece, which holds the Braſs Guide above-mention'd 
at 4 I. ; 


7 Ee, A Pipe to ſupply the Injection-Ciſtern L with Water from the 

R cſervoir K. 

; 1 5 Thus far of the Deſcription of the Engine to raiſe Water by Fire, 

as improv'd by Mr. Newcomer. 

lt What I have to add in this Place is, that as the beſt and moſt uſe- . 


ful Inventions and Improvements which have been. diſcover'd ei- 
ther in Art or Nature, have ia Proceſs of Time been Jiable to» 
Improvement; ſo this ot the Fire-Engine has. been ſubje& to the: 
fame : For this ingenious Gentleman, to whom we owe this late: 
Invention, has with a great deal of Modeſty, but as. much Judg-- 

: mene, 
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ment, given the finiſhing Stroke to it. It is indeed generally ſaid tg 'Y 


be an Improvement to Mr. Javory's Engine; but I am well in. 
form'd, that Mr. Ne g comen was as early in his Invention, as Mr, a. 
Savery was in his, only the latter being nearer the Court, hag t. 
obtain'd his Patent before the other knew it; on which Account 
Mr. Newcomer was glad to come in as a Partner to it. To which c 


I ſhall add, that the Gravity of the Atmoſphere on the Cylinder, fi 
mark'd P 1. P 2. is computed to be equal to 1400 Weight, whichſ 
nevertheleſs will not ſtop the working of the Engine, if the Stoker 
takes Care to keep his Fire in, and that this Engine is by no Means 
in fo much Danger of being blown up, or broke to Pieces, as Mr. 
Severy's is, by reaſon of the great Regulator, mark'd A T. A2 
and of the other, Work at f 1. F 2. Sc. which bridle the whole 
Motion of the Engine. And the utmoſt Damage that can come to 
it, is its ſtanding ſtil! for want of Fire. What is very remarkable 
(beſides other Things which might be mention'd) is the wonderful 
Effects there is between the two oppoſite Principles of Expanſion 
and Condenſion, and how fully the Atmoſphere performs its 
Office on this Occaſion. | 3 

ThE Fall of the two Piſtons, or Braſs Barrels, which are joyn'd 
to the other End of the Leaver, mark'd à 3. @ 4. is alſo very curi- 
ous z becauſe that by Means of the Chain fix*d at the End going 
down to N the Force is exactly perpendicular, and the whole not 
liable to that Friction, which is almoſt unavoidable in all other 1 
Leaver Work. 1 

Taz two Mains which lead from the 2 Barrels, or forcers from 
the Bottom to the Top of the wooden Turret, are each of them 
about 12 or 14 Inches Diameter, and deliver about 150 Tuns in 
an Hour, which is {600 Tuns, or 14400 Hogſheads in a Day. = 

To conclude this Account of Engines, I obferve, that there are 
5 of thoſe Machines of London Bridge, one whereof is deſcrib'd 
Plate 21. Page 320.to every one of which is fix'd 4 main Pipes, 
two at one End, and two at another, in all 20, of 7 Inches Bore 
each ; the Workmen there have not, as I can hud as yet, calculated, il 
(at leaſt it is out of Mind) what Quantity of Water, all choſe i 
Machines will throw up in an Hour, tho' if the Pipes are kept 
perpetually full, as an Engine with 4 Cranks certainly will, accor- 
ding to Marriotte, in 20 Mains, of 49 circular Inches each, making 
in all 980 circular Inches; thoſe Machines can't give leſs than 1715 
Hogſheads in an Hour, and conſcquently 45160 Hogſheads in a 
Day, equal, if not exceeding what the ſo much fam'd one of Mari | 
does, and that without any great need of Repairs. 

ö 3 ONE 


e 
ER Cot in 
oe 


ans 


4 = > 
* bed ak 


of Hydroſtaticks and Hydraulicks: 


to ©: Thing obſervable in the Wheels of thoſe Machines is, that 
n. they turn as the Tide does; thoſe which are plac'd near the Middle, 
icher elevated or deprefs'd by a little Wheel on the Back Part of 
the Work, called a lifting Wheel, as the Tide either riſes or falls, 
it hilſt thoſe which are plac'd near the outſide, are kept to a conſtant 
WG ugc, which is all I ſhall add in this Place as to theſe Machines. 
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5 Of ſeveral Machines for the playing of Muſick. 


Have already, in my IntroduCtion to this Book of Hy- 
[= 22> draulicks, noted, that it has had its real Denomination 
0: ; ||} though now it is generally applied to all Water Engines) 
 —_ ©) i from U@p Aqua Water, and and; Tibia vel T ibicen a 
pipe, from the Uſes which the Ancients put the Antlia 
dr Pump to in blowing their Organs; and of this Kind 
there are Inventions of a late Date (as whoever reads de Caus, and 
other Authors, will ind) by which Organs, and other Inſtruments: 
Not Muſick are play'd : And tho' this Chapter may not be of the great-- 
Jeſt Uſe, yet there is a Diverſion in it, that may not be unacceptable 


to the curious Reader. : 

4 To begin then with the learned Grave ſande, the undulatory Mo- 
tion in the Air produces Sound: For (ſpeaking of Senſation) ſo 
—_ {rict is the Union of the Body and the Mind, (ſays he) that ſome: 
—_= Motions in the Body do as it were cohere with certain Ideas in the 
Mind, and they can't be ſeparated from each other. From the 


Motion of the Body are new Ideas every Moment excited in the 
Mind; and ſuch are the Ideas of all ſenſible Objects; yer we can 
find nothing common between the Motion in the Body, and the 
Idea in the Mind. We cannot perceive what Connection is here, 
nor that any Connection is poſſible: There are (according to the 
great Sir Iſaac Newton, whoſe Footſteps this learned Author fol- 
lows) an infinite Number of Things hidden from us, of which we 


have not fo much as an Ideas 


TEE 
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Taz undulatory Motion of the Air agitates the 'Tympanum or 
Drum of the Ear, by which Means a Motion is communicated to 
the Air contain'd in that Organ, which being conveyed to the audi- 
tory Nerve, excites in the Mind the Idea of Sound. = 

Now, to explain a little thoſe Laws of Motion, that produce 
Sound, let Particles of Air be ſuppoſed to be plac'd at equal Di. 
tances, and to be in a right Line, 4, a, b, e, d, &c. and , Fig. 1. 
Plate 26. Page 352; let the Wave be ſuppos'd to move along thai 
Line, as far as between h and p, as it is repreſented in Line 1. 1 

Tk greateſt Denſity is at , which is the Middle between 4 and 
p, and the greateſt Dilatation between (6 and +) is in the Middle 
(e). Wherever the neighbouring Particles are not equally diſtant, 
the Motion ariſing from Elaſticity cauſes the leſs diſtant Particles u 
move towards thoſe that are moſt diſtant, between (6) and (% 
there is a Motion from (5) towards e that is conſpiring with th: 
Motion of the Waves; there is alſo ſuch a Motion between # and 
P; but there is a contrary Motion berween e and m, and it is dil 
rected from m towards e. At mand e, where the Directions of 
Motions are chang'd, no Action ariſes from the Elaſticity, becauſlfi 
the neighbouring Parts are plac'd at equal Diſtances amongſt then 
ſelves. In the Placcs 6, J and p, the Difference of the Neighbourlfi 
ing Parts is the greateſt of all; and therefore there is the greatelif 
Action of the Elaſticity. | 

Bur for this Motion or Progreſſion of Sound, I refer my Reade 
to Book the 2d, Chap. 17. of Graveſande's Mathematical Ele 
ments of Natural Philoſophy, where it is treated of in a very exad 
Manner, having made uſe of the Figures in that Treatiſe ſet down, 
for the Embelliſhmear of this Work. | f 

AND to proceed, the Structure of the Ear, both internal and 
external, is wonderful, but that the Air is the Vehicle of Sound, 5, 
proved by the following Experiment. WE 4 

TaxE the leaden Plate O, Lid. Fig 2. Plate 26. Page 352, which 


has two Cylinderical Pillars of the fame Metal C C fix d to it; joy 


a little Bell A to the Braſs Wire B D, and let it be tied with String 
to the Pillars C C; lay the Plate O upon the Braſs Plate of the Air. 
Pump, putting between a little Cuſhion of Cotton, or raw Silk. 
ſet a Receiver on over all this Apparatus. Cover the Receiver 
with a Plate that has a Collar of Leathers ſcrew'd to ir, tho 
which the Braſs Wire D E can ſlip up and down; to the Bras 
Wire you mult faſten the Plate e F; fo that by twining of the Wire 
round, the Bell A may be agitated. Pump out the Air from the 
Receiver, and ſhaking the Bell in the Manner before deſcribed, you 4 

3 WI 


F his forcible Movements 
a2 Veſſel of Copper or Lead (by the Heat of the Sun) by means 


1 | e in E, it ſhall be ue into C by the Siphon B, which caſting 
Water into C, ſha 


L nto the Figure or Pedeſtal ; or otherwiſe, if the Engine be put 
Wy" = Diſtance, you muſt uſe Conveyances for the Wind, and fo 


of Hydroſtaticks and Hydraulicks. 245 


| 1 il! not hear the Sound. By turning the Wire DE, the Bell 
ein move forwards and backwards ſeveral Times; but we are only 
o obſerve that Motion in which the Plate e F doth not touch 


he Wire 6 4. Letting in the Air, the Sound will be heard as 


eefore. 


| Ano from this it is deducible, that Air is the vehicle of Sound, 


ad that in Sound there is an undulatory Motion of the Air, and 
bat it ariſes from the tremulous Motion of Bodies. That this ob- 


ins in Cords or Strings of muſical Inſtruments, no body doubts, 


i ace by giving them a tremulous Agitation they produce a Sound; 


great Bells, and other Bodies this tremulous Motion is very ſenſi- 
De, and in all other Bodies according to their Proportion. 

I T appears alſo, that the Intenſity of Sound is as the Weight by 
hich the Air is compreſs'd ; that is, this Intenſity increaſes and de- 


i eaſes as the Pillar of Mercury, which is in Equz/ibrio with the 


eight of the Atmoſphere, for which ſee Fig. 3. Plate 26. Page 3 50. 


-1 bere if you ſhake the Bell A in compreſs d Air exactly in the Manner 


it was ſhak'd zz vacuo, the Sound will be encreas d; which will 
pain be diminiſh'd, if opening the Bell, you let the Air return to 


8: firſt State. Fora further Demonſtration of what we are upon; and 


Pat Air is the certain Vehicle of Sound, which is leſs or more In- 


f nſe according to the Warmth or Coldneſs of the Weather, i. e. leſs 


Winter than in Summer; let Fig. 5. Plate the 26th. prædict. 
Ea Glaſs wherein a Bell is hung as A, and opening the Cock 
Wat the Air in the Glaſs may have Communication with the 
Wternal Air, let the Glaſs be ſhaked, and the Diſtance be determin'd 
When the Sound can be heard ; warm the Glaſs and repeat the Expe- 
ent, and the Sound will be heard at a greater Diſtance. 
Ir was agreeable to this, that the Ancients had ſeveral Inſtruments 

Muſick which ſounded when the Sun ſhined upon them; and Cor- 


Tacitus in his Hiſtory maketh mention of ſuch a one in Egypt, 
ad auſanius is faid to have ſeen the Figure. The Sound whereof 
as like the Strings of a Harp when they break. 


De Caus, from whom this Invention is taken in Plate 9th and 1075 
by Water, Sc. teaches theraifing of Water 


the Valve at A. Vid. Plate 27. P. 350. Now when the Water ſhall 


all make the Air breathe forth of it, and ani- 
ate the two Organ-Pipes, which with the Engine may be put 


Yy the 
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the Pipes only may be in the Figure, which being of Braſs, andi 
low, ſhall have no Air but by the Mouth; by which the Sous 
the Organ Pipes ſhall come forth. 1 
Now it is plain, that the Rarefaction of the Air, by the heat 
the Organ-Pipes by the Sun, as was before-mention'd ; and the 
thods by which this is effected will more plainly appear by &al 
Plate-27th, prædict. of which take the following Account. 
You mult have four Veſſels of Copper well ſoldered round ah 
each of which ſhall be about a Foot ſquare and 8 or 9 Inches if 
the Veſſels are mark'd with A B C and D, and there mult be 410 
Pipe mark'd with E put upon the ſaid Vellels, to which Pipe ul 
ſhall be ſoldered four Branches, each Branch being mark d wih 
Letter E, the ſaid Branches ſhall be ſoldered to the Top of the Vel 
paſſing almoſt to the Bottom of each: Then there mult be ſoldeny 
Sucker mark'd with G to the middle of the Pipe, made and pla 
ſo, that when the Water ſprings out of the Veſſel, it may open, 
being gone forth, it may ſhut again. AY 
THERE muſt be alfo another Pipe at the Bottom of the ſaid WM 
ſels mark'd with P, to which there is alſo four Branches, the w 
muſt be ſoldered againſt the Bottoms of the ſaid Veſſels, and all 
Sucker mark'd H, to the end of which there is a Pipe which delca 
to the Bottom of the Water, the which ſhall be in a Ciſtern or 
ſel mark'd with 1: There ſhall be alſo to one of the Veſſels a 
or Vent mark'd. within; ſo placing the Engine in a Place whergl 
Sun may ſhine upon it, pour the Water into the Veſſels by the 
or Vent M, which Water ſhall be communicated to all the 
ſels, by the means of the Pipe P: And the faid Veſſels muſt have al 
a third Part of their Content in Water; and the Air which was ig 
Place of the faid Veſſels ſhall paſs out by the Paſſages 3, 4, 5, % 
terwards you muſt ſtop thoſe Paſlages very cloſe, ſo as the Awill 
not come out of the faid Veſſels; and then the Sun ſhining upanl 
{aid Engine ſhall make an Expreſſion, becauſe the Heat which call 
the Water to riſe from all the Veſſels to the Pipe E, and pats il 
by the Sucker G, and the Pipe N, and then fall into the Ball 
and from thence into the Ciſtern I; and when there ſhall be a 
quantity of Water run forth by the Violence of the Heat of th 
then the Sucker G ſhall return; and aſter the Heat of the Day is pal 
and the Night ſhall come, the Veſſels ſhall draw the Water 
Ciſtern by the Pipe and Sucker H P, and ſhall fill the Veſſels 
fore; ſo às the Motion ſhall continue ſo long as there is Water i 
Ciſtern, and that the Sun ſhines upon the Veſſels: And vous 
obſerve, that the two Suckers G and H muſt be made very 
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of Hydroſtaticks and Hydraulics. 


and likewiſe very juſt, ſo as the Water may not deſcend by them when 1 - 


tion'd, and its Effects, being thus explain'd, let us proceed to a cu- 


rious Invention of Hero Alexandrins, which repreſents divers 


Birds, which ſhall ſing diverſely when an Owl turns towards them; 


and when the faid Owl turns back again, they ſhall ceaſe their Singing. 


Vid. Plate 28. pag. 35. | 

LET there be a Water-Wheel as A, which ſhall turn in a 
| Caſe of Lead or Copper mark'd with C, which Caſe ſhall ſeem 
to keep the Water from ſcattering abroad and ſpoiling the Motion, 


and the Axle-tree of the faid Wheel ſhall reſt upon two round Holes, 


which ſhall be on the Sides of the ſaid Caſe, and at the one End of 
the ſaid Axle-tree which cometh thro? the ſaid Caſe : There ſhall be a 
Pinion of eight Teeth mark'd with D, which ſhall turn a Barrel of 
12 or 15 Inches; alſo there muſt be three Conveyances for the Wind 
mark'd with E F G, to which there are ſoldered 3 Cocks, whereof 
the Keys are made as MO, to the end that when the Barrel turns 
the Pins Q and R, they may make the ſaid Conveyances open to let 
the Air into divers Whiſtles, the which ſhall make ſeveral different 
Tunes, according to the Fabrick of thoſe Whiſtles, and the Diſpoſi- 
tion of the Pins and touches Qand R. And moreover, you may 
give a certain Motion to the 'Tails and Beaks of the Birds; if you 


put certain Strings to the Keys of the Cocks, as the Figure declares. 


As concerning the Motion of the Owl, which turns forwards and 
backwards in a certain ſpace of Time, it may be feen by the turning 
the Veſſel X, and the Leaver 3 and 4, where is the Counterpoiſe 8 ; 
for this Veſſel deſcends when full, and makes the Counterpoiſe to riſe, 
and the Pin of the Leaver ſtops the Barrel, by the Means of the 
Pin marked 6, which is at the End thereof; and ſo the Birds ceaſe 
their ſinging : Then when the Owl ſhall be towards them; and 
when the Veſſel X is void, ſhe ſhall turn again by the Means of 
the Counterpoiſe, and the Barrel ſhall begin to turn, as is demon- 
ſtrable by the Figure. . | 
A pretty Conceit of this Kind, where a Bird is taught to whiſtle, 
by the Fall of Water, is in an ancient Grotto at Ainſlone, near the 
late Duke of Shrewsbury's in Oxfordſbire, an Account of which 
you have in Dr. Paort s Natural Hiſtory of that County, which was 
made to warble out its Sound by the Cadence of the Water; and 
innumerable other Inventions of that Kind might be contriv'd, 
too long for me to inſert in this Place. 


Yy 3 TRE 


* 


TE manner, by which the Hydraulick or Engine before men- 
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TRE two laſt Machines I ſhall exhibit, /are thoſe by which you 
may make a pair of Organs ſound by the Eo of Water, and the 
other one, wheteby Organs, or ay rumpet. like Inſtru- 
meat or Inſtruments ſhall ſound, RAR Vas Sun ſhall be riſing to- 
wards its Meridian, without any other 1 of Motion, but 
the Heat of the Sun and the Water“ Mal th „ y 

age 350). may be 
FAG Fog p ö 


THE Muſical, Date marke d A 
of 5 or 6 Foot. Diam eter, Which 6 a'Pinion of 
It be fitted a Wheel 
4"'upon” a Pinion, 
on whoſe Jour. the 87 ater- W Faun en 775 en'd; the Keys are 


eight Teeth, to the Axl Hh 
of twenty four ey 45, 65 ih an Fit 
mark'd with D, and the Place where ie with E, 8 the 


[ 
Summer with F, the th three I ziſters ng ty I, are different 
the one from the WY . een ce Noiſe of the 
Motion may not gilt be Pa i od that 
there be a Wall o a Foot 15 Ae cegiſters Ant the ſaid 
Motion; the *Gonyeyanc bed To the, Witid" & e of Copper, which 
coming from the Summer to th che Regiſters, Ds eli ach the ſaid 


Walls. IN 

TRE other Ae 2 Ti 260 4 356)" 15'a Veſſel of 
Copper or Lead mark Lofer on every Side, 
and let it have a 81 pho 10 50 Wich 18 hich may be ſo made, 
that the End 100 in 5 50 N nekt'this ee and that 


Ju. 


the Height of” the q * Hei ae of the ſaid 
Veſlel, Wy ig 8 55 Ba, ho 0 re of | of the aid Yelſlel, to 
run into the Y ellel D. | | 
7 4% f \ "Heat the Veſſel A, till 
He 4 ‚ Bk 


AND. to orden I 
ſome determni © 
be a E 


ſhall deſire, let there 
tron Lead or' Copper, 
of then V eſſel half lifted 


mark'd wit! 
up) but we Fn. the Veſſel be Well environed 
with a ſmall,” Wa 91g ne Ta e only je Side before 
open to the Si 705 be 0 plac towards the 
Sd | 6. D 11 Al cl. Xa TE 31 
IT is 228 1 * 1 9 not ſhine 
againſt the 1 h. other determinate 
8 £2210, 225 
Time then A ays ſhine 
againſt the, Angl es Vieh the 


"the Veſſel, and 
5095 the Water 


1 1 = 5 


15 58 lch 8 $f Condui 


W hick 


Table B, ar 
Which ſha 

ſhall run a 
with E, into w ich 1 
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Axp here may be ſeen likewiſe how it empties when it is half 
full of the Water which deſcends by the Pipe C, then it draws? 
down itſelf, and that mark'd with E alſo; becauſe it is hie 
vier than G at the ſame Inſtant that G opens, and the Water dg 
icends upon the Wheel, and into the two Veſſels; and when B 
full, then the Veſſel turns the Top downwards and empties ; and ig 
the ſame Time the Water of the Veſſel F abates, and is lower tha 
the Height of the Pipe at D, the Water ſhall run in no more, bur? 
the End of the Pipe L muſt be ſomething lower than that of D, t6 
the end that the Water may there run longer: It now remains c 
ſhew how the Pipe A is fill'd again with Water. 3 

Tusk TORE let there be a Pipe put with a ſmall Valve under t 


ſaid Veſſel; and after that the Heat of the Sun has made the Cow 


preſſion, and that one Part of the Water of the ſaid Veſſel ſhall he 
run out after the Sun has paſſed the ſaid Veſſel, to fill again by the 
Valve, as has been before taught. | 

War LI have to add more to this Chapter, is to acquaint my 
Reader, that what I have laid down before, is taken either 
verbatim from De Cans, and other curious Authors, who habe 
wrote on this Subject, and to introduce a Deſign, which I am 
told is in great Eſteem in 1taly, I mean the Organ, which is play'd 
by a Water Fall from the Top of a high Rock, (Vid. Plate 
59. or 60. Page 352) which is, I think, in the Gardens of the 
Family of Eſſe at Tivoli, leaving this ſo curious a Piece of Hy. 
draulicks to the further Improvement of the Gentlemen whoſe 
Genius's lead them to the Seraphick Entertainments of Muſick ; in 
which I muſt own my ſelf not well acquainted. 


The End of the Third BO O K. 
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NOTES on Book III. 


0f Engines for raiſing of Water, quenching of Fire, &c. 


as contrived by. ſeveral Engineers about Lo N DON. 


„ HAT I might finiſh this 
72 9 | Book to — beſt Advan- 
be ge tage for the Publick I can, 
12 1 <> I thought it would not be 
FAM HA unacceptable to my Rea- 

LSE — 50 ders, eſpecially thoſe 


who live far in the Coun- 
try, to inſert the fol- 
lowing Accounts of Engines. 

I know in Engine-Work (as it is in 
moſt other Arts and Sciences) every par- 
ticular Artiſt has his Friends and Favour- 
tes, who are always very diligent in 
crying down the Performances of others, 
and exalting that of their Friends ; but as 
what I write, is rather calculated for the 
Publick Good, than for any private Advan- 
tze of my own; I am refolv'd to keep 
an cxa& Neutrality amongſt theſe Gentle- 
men, and to give the Account verbatim, 
of every one of them (at leaſt thoſe 
which have come to my hands) a Place 
in this Undertaking, beginning with the 
Deſcription of that which firſt came to 
Hand, I mean that of Mr. Fowke in 
Nightinzale Lane in Wapping, who makes 
all conſtant ſtream'd Engines for extin- 
guiſning Fire, Tc. | 

I. CoxnsTANT ſtream'd Eugines for extin- 
guiſhing Fires, the large Sizes play two 
Streams at, once, being the firſt and only 
of their Kind, and does the Office of two 
Engines, and ſo contrived, as to be drawn 


* 
— 


through, and (if occaſion requires) work'd 
in a P three Feet wide, which no 


other can, and will feed themſelves by a 


ſucking Pipe. Their Movements are eaſy 
and natural, having a perpendicular Stroke, 
and is without either Rack, Wheel, Chain 
or Crank, whereby the Friction is leſſened 
more than any others, and conſequently 


requires leſs Strength, are more uſeful, 
and leſs liable to Diſorder and Decay, and 


much cheaper than any other ; and there- 


fore are by judicious Perſons eſteemed 


| ng to all others. By ſcrewing a 
ipe they water Gardens, diſperſing the 
Particles of Water for about 14 Yards 
ſquare, like ſmall Rain. The four largeſt 


Sizes run on Wheels, and the other two 


carried by two Men like a Chair. The 
Number of Sizes, Quantities of Water 


and Diſtance delivered with their Prices 


as below, 

II. Exc6inzs which will work either 
by Water, Wind, Horſe or Men, and fo 
contrived, that either may work at a time, 
or be afliſtant to each other, whereby large 
Quantities of Water may be raiſed, ſo that 
if the Height, Diſtance and Quantity re- 
quired be known, the Expence and 
Strength may be calculated fo as to ſerve 
Cities, Towns, Noblemen and Gentle- 


mens Seats and Fountains, Brewers, Diſ- 


tillers, Dyers, and for draining of Lands, 
Ponds, and Mines of Lead, Coal, Sc. 
III. Pumes 


. 
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III. Puups which may be work'd by 
one Man, for raiſing Water out of any 
Well, upwards of 120 Feet deep, ſuffi- 
cient for the Service of any private Houſe 


or Family, and ſo contrived that by turn- 


ing a Cock, may ſupply a Ciſtern at the 
Top of the Houſe, or a bathing Veſſel in 
any Room ; and by ſcrewing a Leather 
Pipe the Water may be convey*d either 
up Stairs, or in at a Window, in Caſe of 
any Fire. | 

IV. ALL manner of Fancies in Foun- 
tains. | | | 

SPECIMENS now in Practice, viz. One 
made for Mr. Moſes Hart az Iſleworth, 
whereby 85 Barrels of Water in about the 
Space of half an Hour are thrown into a 
Ciſtern to the Top of his Honſe in a conſtant 
Stream, aud with great Velocity, from a 
River 540 Feet diſtant, and about 40 Feet 
perpendicular. Another at Deptford, for 
zhe Service of a Diſtil-Houſe zear zhe 
'King's Yard, which will raiſe 150 Barrels 
of Water in leſs thaw an Hour, about 30 
Feet perpendicular, with the like Stream 


ad Force, and at the ſame Time (as Occa- 


ſion requires) does the Office of another En- 
gine to raiſe Waſh and Worts conſiderably 
higher ; both Engines are performed with 
Eaſe by one Horſe. 

Alſo another made for Eſquire Savill, near 
Sir John Eyles az: Rumford, worked 
two Men, that raiſes Water in the ſaye 
conſtant Manner, through a Bore. near tu 
Inches Diameter, 360 Yards Diſtauce, and 
42 Feet penpendicular. With ſeveral other 
uſefal Engines, too tedions to mention. 

The Enconragement given by the Honour. 
able Board f His Majeſty's Victualling- 
Office, South-Sea-Company, aud other 
Honourable Perſons, preferring their Fite- 
Engines 70 any others ; and the Satisfaction 
given te the Gentlemen before mentioned, 
7 ſbetut their Excellency. And 
for the Fati faction of any who ſhall be de- 
firons of having Engines for the Services 
aforeſaid, ' by ſending a Line to Mr. Fowke 
iu Nightingale Lane, Wapping, /zch Per- 
ſon ſhall be attended and made ſenſible, 
whether what he intends to have performed 
is feaſible, before he is at any Expence. 


[Gallons of Wa. At what 1 40 Feet of Leather 
Sixes. ter delivered in ber of Yards P Rees — — ſuck- Pipes, with a Pair 
a Minute. diſtant. - * E Braſs-Screws. 
= 6 E 
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Taz next Artiſt's Account I produce, is that of Mr. Richard 
Newſham of Cloth Fair, who makes the moſt uſeful, - ſubſtantial, 


and convenient Engines for quenching Fires, Sc. 
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AK ES the moſt »/eful, ſub- 
ſtantial, and convenient Engines 
for quenching Fires, which 
carries continual Streams with 
great Force. He hath play'd ſeveral of 
them before his Majeſty, and the Nobility 
a Sc. Fames*s, with 10 general an Appro- 
buion, that the largeſt was at the ſame 
time ordered for the Uſe of that Royal 
Palace : And as a- further Encouragement 
(o prevent others from making the ſame 
Sort, or any Imitation thereof) his Ma- 
jeſty has ſince been graciouſly pleas'd to 
rant him his ſecond Letters Patent, for the 
dener ſecuring his Property in 24s, and ſe- 
reral other Inventions for raiſing Water 
om any Depth, to any Height required. 

Tre largeſs Engine will go through a 
baſſage about three Foot wide, in com- 
dete working Order, without taking off, 
27 putting on any thing: And may be 
vurted with tes Men in the ſaid Paſſage. 
Une Man can quickly, and with Eaſe, 
moye the /argeſt Sixe about, in rhe Com- 
dals it ſtands in: And is to be play'd with- 
ut rocking, upon any uneven Ground, 
with Hands and Feet, or Hands only, 
which cannot be parallel'd by any ozher 
{577 whatſoever. There is Conveniency for 
iboye 20 Men to apply their fall Strength, 
nd yet reſerve both Ends of the Ciſtern 
ear from Incumbrance, that others at the 
lune time may be pouring in Water, which 
drains through large Copper Strainers. The 
Staves that are fixed through the Leavers, 
dong the Sides of the Engine, for the Men 
to work by, though very light, as alternate 
Motions with quick Returns require; * 
will not ſpring and loſe Time the leaſt: But 
ue Staves of ſuch Engines as are wrought 
the Ends of the Ciſtern, will ſpring or 
Heal, if they be of ſuch a Length as is 
neceſſary for a large Engine, when a con- 
iderable Power is apply'd : And cannot 
* fix'd faſt, becauſe they mult at all Times 
de taken out, before That Engine can go 
lirough a Paſſage. The playing wo 
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Richard Newſham of Cloth-Fair, London, Engineer; 


Streams at once, do neither iflue a greater 
Quantity of Water, nor is it zew, or ſo 
uſeful, there having been of the /ike Sort at 
the Steel. yard, and other Places, 30 or 40 
Years ; and the Water being divided, the 
Diſtance and Force are accordingly leſſex'd 
thereby: That Way of working not be- 
coming more publick, is a viſible Proof, 
that it doth not anſwer ; for with a very 


ſmall Addition, any Engine will do the 


ſame. 


THERE is a Miſtake very common 
among ſ#ch as are not well acquainted 
with the Laws ef Nature, and the Effects 
of Mechanical Powers, who imagine, that 
the more Purchaſe the Leavers have upon 
the Forcers in the Barrels (without any 
Regard to Time) the greater the Perfor- 
mance, both as to Length of the Stream, and 
Quantity of Water deliver d; but tis well 
known, that Notiow is wrong; for the 
greater the Purchaſe is, by applying the ope- 
ratiug Power, more diſtant from the Centre, 
the lower will the Motion of the Forcers 
be; Which is conſiſtent with all Mechanical 
Effedts ; thus, What is gain'd by the Power, 
is loſt in Time. 

Tos who pretend to make the Forcers 
work in the Barrels, with a perpexdicular 
Stroke, without Rack, Wheels, Chains, 
Crank, Pully, or the like, by any kind of 
contrived Leavers, or circular Motion 
whatſoever, with leſs Fridt;on, than if pu; 
ded and work'd by Wheel and Chains, (which 


of all Methods ir the beſt,) do only diſcover. 


their Ignorance , they may as reaſonably a- 
gue, that a great Weight can be dragg'd 
upon a Sledge, with as little Strength, as 
if drawn upon Wheels. 

TE approv'd Duration of thoſe Chains 
both from Water and Ruſt, has been ſuffi- 
ciently experienc'd for ſome Years, in ſe- 
veral Parts of this and other Kingdoms; 
but to inſtance ſome Places at Home, parti- 
cularly at the Hand- iu-Haud, and other 
Aſſurance Offices, whoſe Buſineſs it is to be 


firlt and laſt at every Fire that happens in 
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the Cities of London and Weſtminſter, and 
the Suburbs thereof; who conſequently 
with much ufing, muſt have throughly 
tried them. As to the Tredales, on which 
tus Men work with their Feet, there is 20 
Method ſo powerful, with the like Velocity 


the Men: Great Attempts have been made 
to exceed, but one yet could equal this 
Sort; the fifth Size of which hath play'd 
above the Graſhopper upon the Royal Ex- 
change; which is upwards of 55 Yards 
high, and this iu the Preſence of many thou- 


ſand Spedtators. 


Thoſe with Suction feed themſelves with 
Water from a Canal, Pond, Well, &c. or 
out of their own C:fterxs, by the Turn of 
a Cock, without interrupting the Szream. 
They are far leſs liable to Diſorder, much 
more durable in all their Parts, than auy 
extant, and play off large Quantities of 
Water at the Diſtances under-mentioned, 
either from the Engine, ot a Leather Pipe, 


or Pipes of any Length requit'd; (zhe , 


Screws all fittiag each other) This the cum- 
berſome ſquirting-Engines, which take up 
four times more Room, cannot perform; 
neither do they throw one fourth Part of 
their Water in the Fire, at the like Diſtan- 
ces, but /oſe it by the Way ; nor can they uſe 


| Leather-Pipe with them to much Advan- 


—_— — — — — 


Notes on Book III. 


or 8 and more natural and ſafe for 


tage, whatever Neceſſity there may be 
for it. 
THE five large Sizes go upon Wheels, 


well box'd with Braſs, fitted to ſtrong 


Iron Axles, and the other is to be carried 
like a Chair. —— Their Performances are 
as follow, and the Prices fix'd ſo, as 15 
induce the Nobility, the Commons, Cities, 
Boroughs, Corporations, Towns, Col. 
leges, Hoſpitals, Companies-Halls, Pa. 
riſhes, the Gentry, and others, who have 


not furniſhed themſelves therewith, to be- 
CUINc acquainted with this uſcful Zzvenziny, 


for their Defence againſt deſolating Fires, 

THESE Engines will alſo, by putting 
the Fan upon the Branch, water Gardens 
like unto Rain. 

Hk makes ſome ſmaller Engines, from 
6 J. to 1y. J. Value, and Machines for en- 
prying Ponds to raiſe Water, Hot-Worts, &c. 
and Water-Works for any Purpoſe, to be 
work'd by Water, Horſe, or Man; or by 
Wind, on a conſtant Speed, tho? it blow 
unequally, which of themſelves always 
keep their Sails to the Wind: Alſo Foun- 
zains, that will play Colnmns of Water 4 
Inches Diameter, 40 Foit high, with one 


10th Part of the Water, and Power to 
force it, as is required in other Jets of the 
like Size and Height. 


x. 


| What Quanti-|Quanrity dir At What Nun Price with su- price of the lebe, | 
Number of | cy of Water] charged per ber of Yards|Price without] ction, and 6] Pipes, each Pipe 4 
Sizes. the Ciſterns] Minute in Diſtance. Suction, Foot of Suck-| Foot long, with a Pair 
hold in Gal-] Gallons, ing-Pipe in-] of Braſs Screws in- 
lons. St | | cluded, | Cluced. 
| n 2 5 WP 23 | | 
I ſt. 1 | 60 Sy aun 20 l. 6 & 39% 18 
-: Wi $2215 hy 11FT -Þc Is 30 3 3 
3d. | 95 z0@ -| 40 30 [35 3 1 
4th. 125 145 47 35 40 3 7 
5th. 176 160 48 45 50 3 17 
sth. 185 190 50 55 60 5 Re! 


* a 8 1 —— ow wh . a K i 


draulicks, I add, by way of Poſt- 
ſcript, an Obſervation which I 
have long made concerning the Practitio- 
ners in the Art of Pump-work, who dif- 
fer very largely from each other in their 
Opinion, relating to the proper Length or 
Fall of Piſtons in Pumps; thoſe who are 
for making the Stroke long, viz. 3, 4, or 
Foot, or ſometimes more, urge the Ne- 
cefſity there is to force up large Quantities 
of Water to great Heights, and ſay, that if 
there is not ſuch a Thruſt, the Water will 
recede backwards again, and not riſe up 
vim that Uniformity which is requiſite in 
Works that go continually ; but others 
ae of a different Opinion, and, amongſt 
them, Mr. Newſham of Cloth-Fair tells us 
in his printed Propoſals, That what is got 
in Purchaſe is loſt in Time; and indeed I 
cannot but be of the ſame Opinion as this 
laborious Engineer is of, and think, that 
where there are 3 or 4 Leavers con- 
ſtantly at Work, there is no Occaſion for 
long Strokes, unleſs it be where there is 
only a ſingle Piſton, as is in the Tork- 
Buildings Engine; and there indeed a 6 
Foot Stroke is neceſſary, in order to the 
giving the Water in the Pipes its full 
Force. 

Mariotte, Page 105. of his HAydroſta- 
zicks (Engliſh Edition) makes uſe of an 
Algebraical Calculation for the raiſing cf 
Water in the following Manner. Sup— 
poſe, (ſays he) the Barrel to be 12 
Foot above the Surface of the Water, 
that you would raiſe ; and ſuppole that 
you have a mind to raiſe it to this 
Height of 12 Foot by one Stroke of 
the Piſton, you muſt make this Analogy : 
As 20, the Complement of 12 Foot, is 
to 33; ſo is 12 Foot of common Air 
to a 4th Proportional; this th Proportio- 
nal will be 19 4, which ſhews that the 
Barrel of the Pump muſt be pretty long to 
raiſe the Piſton 19 Foot 4 above the 12 
Foot, in order to raiſe the Water 12 Foot, 


{ compleat this Collection of Hy- 
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POSTSCRIPT by _ of Notes on Book III. xe. 
lating to the Riſing of Water in Pumps. 


by only one Stroke of the Piſton ; but if 
the Play or Stroke of the Piſton were li- 
mited to 2 Foot, you muſt ſay; As 32—A 
is to 32, 1o is 12—A to 14—A. The 
firſt Term is the Complement of the un- 
known Height to Which the Water will 
riſe, to 32 Foot of Water; which is the 
Weight of the Atmoſphere : The third 
Term is the 12 Foot minus that Height, 
and the Fourth is the 2 Foot that the Piſton 
riſes, join'd to 12 Foot minus the ſame 
Height. Now the Product of 14 — A, 
by 32 — A, is 448 — 46 A+AA, and 
the Product of the two middle Terms is 
384 — 32 A; the Equation being reduc'd, 
there will be an Equality betwixt A A and 
14 A 64; and becauſe 64 cannot be 
taken fron 49 the Square of 7, which is 
half the Roots, tis a Sign, that in con- 
tinuing to pump, at ſeveral times you ma 
raiſe the Water up to the Piſton ; and to 
know how far it will riſe the firſt Stroke, 
you muſt ſuppoſe that the Piſton is riſen 2 
Foot ; there will be an uniform Barrel of 
14 Foot; and according to the Rules laid 
down in his Eſſay upon Logick, and his 
Treatiſe of the Nature of Air, which makes 
this Calculation. The enclos'd Air was 
12 Foot; 12 Foot + A is to A, as 32 to 
2 — A; the Equation being reduc'd, you 
will find that A A will be equal to 24 — 
42 A; and at laſt, that the Value of 
the Root will be a little leſs than ; 
which being taken from 2, there will re- 
main 1+ and a little more; and conſe» 
quently the Water will by the firſt Stroke 
of the Piſton riſe but one Foot +, and a 
little more, | 

IF you had ſuppos'd the Play of the 
Piſton to be one Foot, you might know 
by the ſame Calculation how high the Wa- 
ter would riſe by the firſt Stroke of the 
Piſton ; and if you would know to what 
Height it may riſe after ſeveral Strokes, 
you mult ſay, As 32 — A is to 32, ſo 12 
— As to 13 — A; the Equation being 
reduc'd, you will find 13 A — 32 equal 
3 to A 


| ö 
| 
| 
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to AA. The Square of 6 the Half of 
the Root is 42 4; from which ſubſtracting 
32, there remains 10 4, the Root of which 
is 3,4, a little leſs: Take that from 6 2, 
and there remains 3 and 2; add that to 
63, and it will make 9 34; and theſe 
3 £ and 24 will be the two Roots; 
Which ſhews that the Water can never riſe 
when the Barrel is empty, above 3 foot 2 
and a little more, tho* you play the Piſton 
as long as you pleaſe ; but if you had fill'd 
the Barrel 9 Foot 3, you might make the 
Water riſe 12 Foot compleat by ſeveral 
Strokes of the Piſton. 

LET us ſuppoſe now that the Barrel is 
14 Foot up to the Piſton, and that the 
Stroke of the Piſton is 2 Foot; 32 — A 
will be to 32, as 14 — A to 16 — A. 
To find the Equation eaſily, you muſt 
multiply 32 by 2, the Difference of 14 
and 16: The Product is 64 for the abſo- 
lute Number, and that of 16 A, will be 
the Number of the Roots, and A A will 
be equal to 16 A— 64; the Square of 
half the Root is 64; from whence ſub- 
tracting 64, there remains o, whoſe Root 
is 0, which being taken from and added to 
8, ſtill makes 8; which ſhews that there 
is but one Root, and that the Water can't 
riſe above 8 Foot; but if you make the 
Piſton play ever ſo little higher than 2 
Foot, the Water will riſe 14 Foot. The 
Analogy is eaſy; for the Piſton being rai- 
ſed 2 Foot, the Barrel will be 16 Foot, 
and that Water being at 8 Foot, there will 
remain 6 Foot of Air; but 32 is to 24 the 
Complement of 8 Foot to 32, as 8 Foot 
of rarified Air to 6 Foot of common Air; 
then the Water will raiſe no higher than 
8 Foot, if the Piſton plays but 2 Foot. 

THENCE you ſee, that to draw up Wa- 
ter to a conſiderable Height, as 20 Foot, the 
Breadth of the Pump-Barrel muſt be dimi- 
niſh'd, and a ſufficient Space mult be al- 
low?d for the Stroke of the Piſton ; for, 
ſuppoſing that the Surface of the Pilton be 
4 times broader than the Baſe of the Bar- 
rel, the riſing of, the Piſton 1 Foot, will 
have the ſame Effect as if it roſe 4, if the 
Diameter of the Piſton were only equal 
to that of the Barrel; if then the Stroke 
be a Foot aud a half, it will be the ſame as 
if it roſe 6 Foot, and were of the ſame 


Brzadth: Now the 4 Terms of Equation 


Square of zilnches; and then it will be ſuff- 


being 32 — A; 32, 20 — A, 2684 
there Will be 6 times 32, viz. I92 for one 
Term of the Equation, and 26 A for the 
other, according to what has been aig 
there Will be then A A equal to 20 A 
192; the Square of half the Roots is 169 
leſs than 192; and conſequently if you 
pump a long time, you may raiſe the 
Water 20 Foot. 
. IF in the Example above-mention'd, you 
take 8 Foot for the higheſt Term of the 


Water, when the Barrel is 14 Foot, and 
the Stroke of the Piſton 2 Foot, tis caſ 


to prove, that if you ſuppoſe 9 Foot of 
Water upon the Clack, it will continue to 
riſe by the playing of the Piſton 2 Foot: 
for there will remain 5 Foot of Air. Now 
there is a leſs Proportion betwixt 5 and), 
than there is betwixt 27, the Complement 
of 5to 32, and 32, and conſequently the | 
Water will rife higher than 9 Foot The | 
Proportion will (till be more unequal, if 
you take 10 or 11 Foot; and if you take | 
7 inſtead of 8 Foot, the Water will (ill 
tile, for there will remain ) Foot of Air; 
now 25, the Complement of 7 to 32, is 
to 32 as 7 to 8 37; then if the Piſton goes 

2 Foot, it will raiſe the Water higher than | 
7 Foot; it will riſe ſtill more eaſily, if 

you pour in only 6 Foot of Water; for 
there will be 8 Foot of Air. Now the 
Complement 26isto 32 as 8 to 922; then 
it inſtead of 9 £;, which makes the Enui- 
librium, the Piſton goes 10 Foot, it will 
make the Water riſe (till better than when 
it was at 7 Foot; and better ſtill than when it 
is at 5 Foot, c. If you would know what 
Play the Piiton muſt have to raiſe the Water 
30 Foot, you mult take a Number a little 
greater than the half of 30, as 16, at which 
Point pretty near the Water, will riſe 
with the greateſt Difficulty ; the Comple- 
ment is 16, the Remainder of Air is 14 ; 
as 16 is to 32, 10 is 14 to 28, The Piſton 
then mult riſe x4 Foot; or if the Barrel be 
2 Inches Diameter, the Piſton muſt be 7 
Inches 3; for the Square of 7; is 56 2, 
which is a little more than 14 times 4 the 


cient that the Stroke of the Piſton be one 
Foot ; but as it is ſtill more difficult at an 
Elevation of 18 Foot, the Piſton muſt be 8 
Inches Diamcter, to raite the Water above 
18 Foot, when its Stroke is but one Foot. 
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A General Introduction concerning the Coming-in of Water from 


Engines, or Springs, and the Expence thereof in Caſcades and 
Fountains. 10 | 


PIII highly behoves all Perſons that would have their Wa- 
Sq) (32221 terworks to ſucceed well, to make the exacteſt Calcula- 
„tions they poſſibly can, what Water their Engine or 
Spring will ſupply them withal; that ſo they may re- 
gulate the Extent of their Pipes of Conduct Sheets, and 
Jets of Water, Sc. ſince it would be a great Dillatisfaction and 
_ Reproach 


j . 
_—_ = * my -_ 4 g 4 
1 r 8 Bok < 
1 Ss * * * 8 N 4 L 0 


P «. 
WoW. 4 + 4 
» A IB or con Gr 
- . * — 


- - E * 2. * - . — 
— A ft — 
3322 — * W PIE . - < 
— * — * +. * ns — . a 
— R - 
* 


= 8 — 
. 


354 An Introduction to a General Syſtem 


Reproach to the Owner of any Water works to have fine Grotto: 
Work, Caſcades, and other Inventions of this Kind, and not to 
ha ve Water to ſupply them withal. 

Bu er by this Supply I would not be underſtood to mean a con- 
tinual Cadence or Current of Water, that being to be had but in 
few Places, except on low Grounds, where Rivers, at leaſt Rivu- 
lets, have their Courſe: Nor can I readily ſubſcribe to thoſe that 
value no Caſcade or Fountain, except they play continually, ſince 
that would be limiting Waterworks to a few Places only, and 
would be the debarring many a pleaſant Situation of that which is 
one of the greateſt Beauties of it; I mean that of ſine Water, 
eſpecially if to it be added the Cadence and Murmuring of Streams, 
in Grotto, Rock, Caſcade, and Fountain-Works , which, tho? they 
do not play always, yet have their proper 'Times of Diverſion, in 
all hot and ſultry Weather, and in the Lawns and other interme- 
diate Spaces of Woods, Groves, and other Places of Delight ; and 
the Experience we daily have of the vaſt Quantities of Water that 
good Engines produce, (which when emptied into Reſervoirs or 
Ponds, well clay'd, afford ſurprizing Quantities of Water, enough 
to ſupply not only Cities and Towns, but alſo large Baſons of 
Water,) confirm what J offer on this Head. | 

No , for the better underſtanding this Art, it will be requiſite 
that the Owner and Projector be rightly inform'd how many In- 
ches of Water his Engine or Spring will give in a Minute, or an 
Hour, and conſequently how great a Quantity in twenty four Hours; 
that ſo he may compute how wide his Caſcades, Fountains, or his 
other Expences of Water that are required may be, and how long 
the Supply that arrives in twenty four Hours will play: One or two 
Hours, at moſt, in a Day, is generally ſuppoſed ſufficient; and for 
the Thickneſs of Water over a. Caſcade, half an Inch is cnough ; 
and from Preliminaries ſo eſtabliſhed, may alſo be readily calcu- 
lated, how much ſuch Caſcades may be contratted and enlarged, 
To proceed to the Theory or Motion of Spouting Water, Sc. 

THE learned Grave/ende, Book II. Part 2. Cap. 8. of his Ma- 


thematical Elements of Natural Philoſophy, ſays, That a Liquid 


ſpouting vertically out of Hole, ariſes up with that Celerity, with 


which it would come up to the upper Surface of the Liquid, yet it 
never comes up to that Height : Becauſe the Velocity of a Liquid 
increaſes, when the Depth of the Hole below the Surface of the 
Liquid increaſes, in the ſame Ratio as the Celerity of the falling 
Body increaſes, when the Spice gone through by the Fall increaſes; 


and it is remarkable, that in the Beginning their Velocities are equat; 
or 


of Hydroſtaticks and Hydraulicks. 256 


for in a Liquid the upper Parts, as well as thoſe in a Body, endea- 
your to deſcend by Gravity only. 

Now the Celerity by which a Liquid aſcends is diminiſh'd every 
Moment, and the Column of the ſpouting Liquid conſiſts of Parts, 
which are moved to different Heights by different Celerities : All 
the Parts of a Column, which is every where of the ſame Thick- 
nels, are neceſlarily moved with the ſame Celerity ; the ſaid Co- 
jumn will be every where broader every Moment, as the Celerity of 
the Liquid is diminiſh*d, which ariſes from the Impulſe of the Li- 
quid tollowing, and which, from the Nature of a Liquid, yields to 
every Impreſſion, and is eaſily moved every Way; and by that 
Impreſſion the Motion is retarded every where. 

SJeconaly, This Motion is alſo diminiſh'd by the Liquid, becauſe 

when it has loſt all its Motion, it is hang'd up in the upper Part 
of the Column, and is ſuſtained for a Moment by the Liquid that 
tollows it, before it flows off on the Sides, which retards the Li- 
quid that follows it, and that Retardation is communicated to the 
whole Column. 
Thirdly, This Motion of the Liquid is alſo diminiſh'd by the 
Friction that is againſt the Sides of the Hole, which Friction is 
increaſed when the Liquid is brought through Pipes and Cocks : 
And, /aſ!ly, the Reſiſtance of the Air ſtops the Motion of all Li- 
quids ; the firſt Cauſe cannot be corrected, but the ſecond may, by 
ſomewhat inclining the Direction of the Liquid, (as by laying the 
Pipe on a Slope,) becauſe every Liquid riſes higher, and conſequent- 
ly gives more Water, if it be a little inclined, than if it ſpouts 
vertically. This Celerity, and conſequently the Quantity of this 
Water, is likewiſe expedited by the Hee of the Reſervoir (or 
Impulſe and Force of the Engine) from which it proceeds, as well 
as from rhe Largeneſs of the Apertures or Holes of the Adjutages 
and Pipes of Conduct, to which they are faſtened, which cauſes the 
Water-Spouts to go the quicker; and the Expence of Water through 
the ſame Paſſage 1s according to the Proportion of the Celerity or 
Velocity (call it which you will) it has in flowing out; and this 
Expence (as Marriotte ſets down, *Dzſcour ſe III. Page 172.) is ac- 
cording to the duplicate Ratio of the Diameters of the Holes, which 
he has demonſtrated in the following Manner. 

AB (Fig. 1. Plate V.) is a Plane with a round Hole bor'd in at 
ef, CD is another Plane bor'd with another Hole, though leſs, at 
4%; ILis a Cylinder paſſing through the Hole e in a certain 
lime, as in two Seconds, according to an uniform Velocity; MN 
another Cylinder of the ſame T.ength, but the Baſe much leſs, 
Z Z 2 which 


n 
* 
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which alſo paſſes entirely through the Hole g in two Seconds. It 
is maniteit, that if the Diameter E F of the Cylinder 1 L, which is 
equa! to that of the Hole, be double the Diameter of g H, the great 
Cylinder will be four Times as big as the other, ſince they are to 
one another as their Baſes, each of which is ſuppoſed to be equal 
to the Hole through which they pals: Now ſince they have the 
ſame Velocity, when the half of the great Cylinder is paſſed through, 
the half of the little one will alſo be gone through; and that which has 
paſſed of one and the other, will be always in the ſame Proportion of 
4 to 1: Then if we ſuppoſe theſe Cylinders to be Water-Spouts 
that have the ſame Velocity, there will always ſpout four Times as 
much Water from the great Hole as from the little one, which is 
in a duplicate Proportion of the Diameters of the Holes; and juſt ſo 
in reſpect of other Proportions. 

From which Maxim he draws the two following Experiments: 

Firſt, That a Reſervatory, or Ciftern, 12 Foot 4 Inches deep, 
yielded through an Hole, exac:ly of 3 Lines Diameter, 14 Pints in 
61 Seconds and a half; or, in other Words, in one Minute, one 
Second and a half, if continually kept full, that the Height of Wa- 
ter might preſs upon it; and though exactly of 6 Lines, it will 
yield the ſame Quantity in 15 Seconds and a half, which is almoſt 
according to the duplicate Proportion of the Diameter ; for it would 
have yielded 56 Pints and a half in about the Time of 62 Seconds. 

Secondly, That a Reſervatory of 24 Foot 5 Inches deep yielded 
through the ſame Hole of 3 Lines 14 Pints in 44 Seconds and a 
half; and in another Time in 45; and the Hole of 6 Lines yielded 
the ſame Quantity in 11 and almoſt 1 quarter; and having repeat- 
ed the Experiment, it yielded it in 12 Minutes preciſely. 

FRO M whence, as well as from innumerable other Experiments 
that might be produced, it appears, that the Expence of Water 
coming into, or going out from one Reſervoir to another of equal 
Height, is in a duplicate Ratio of the Diameter of the Holes, the 
Diameter lyingabout ſeven Lines below the Surtace of the Water ; but 
when the Heights of the Water in the Reſervoirs are different, the 
higheſt give more than the others in a ſubduplicate Ratio of the 
Heights, that is, as the leaſt Height to the mean Proportional be- 
twixt it and the great Height. 

Torricelli, in his Treatiſe of the Motion of Water, (as Marriotie 
ſets down, pag. 180.) has given a Demonſtration, which ſeems 4 
propos to the preſent Purpoſe; when he ſays, That if a Reſervatory 
A B CD, has a little Hole of four or five Lines at the Bottom at E, 


(Fig. 72. Plate 5.) and the Water being at the Height of the = 
—_ 
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B, may run out in 10 Minutes without pouring in any more, in 
irs Deſcent it will paſs through unequal Spaces in equal Times: fo 
that if you divide the Line BC into 100 equal Parts, during the 
frit of theſe Minutes, it will deſcend 19 of theſe Parts, during the 
Second 17, during the Third 15, Sc. and ſo on, according to a Se- 
ries of odd Numbers, down to an Unit; fo that the laſt Part will 
go out in the laſt of 10 Minutes. 1 
Tu Reaſon of which is founded on what is before ſet down, vig. 
That the Velocities of Running Water are in a ſubduplicate Ratio 
of their Heights; and conſequently, that they are to each other as 
the Ordinates of a Parabola A B C, beginning at the greateſt A B, 
and ending at the Point C; which cauſes the Spaces paſſed through 
in the ſame Time, by the Surface of the Water A B, to be as the Se- 
ries of odd Numbers, beginning at the greateſt ; which will be 
diicovered more plainly in the Tables that will by-and-by be pre- 
ſented to View. 

AGREEABLE to Experiments of this Kind, the ſame Torricelli 
propoſed (though he never finiſhed it) a Problem, to find a Veſſel 
of ſuch a Figure, that being pierced at the Bottom with a ſmall 
Hole, the Water ſhould go out, its upper Surfaces deſcending from 
qua! Heights in equal Times. As ſuppoſe in the Conoidal Figure, 
Fig.. Tab. feg. BL is to BN as the ſquared Square of LM is to the 
ſquared Square of N O, and BN to BH as the ſquared Square of 
NO to the ſquared Square of HK, and ſo on; the Water will de- 
ſcend from A D C unitormly, till it comes to the Hole at B; for, 
let BP be the mean Proportional between BD and BH, ſince the 
Square ſquared of KH and of DC, are to each other as the Heights 
BH, BD; the Squares of HK, DC, will be in a ſubduplicate Ra- 
tio ot BH to BD, or as the Heights BP, BD; but the Velocity 
(and conſequently the Quantity of Water) that goes out at B, by 
Re:ion of the Preſſure of BH, is in a ſubduplicate Ratio of B B, 
BH, that is to ſay, as BP to BD; therefore the Velocity of the 
Water deſcending from H 1s to the Velocity of the Water deſcend- 
ing from D, as the Square of HK is to the Square of DC: But 
the circular Surface of the Water at H is to the circular Surface of 
the Water at D, as the Square H K to the Square of DC; there- 
fore they will deſcend and run out one as faſt as the other: And if 
the Surfaces A D C run out in a Second, the Surface G HK will 
run out in a Second likewiſe, fince the Quantities are as the 
Velocities. | 

TAE ſame Thing will happen to the other Surfaces at E and F, 


I Acceleration 
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Sc. but the Hole at B muſt be fo regulated, that no conſiderable 
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Acceleration may be made, and that the Water may not go out of 
the Hole irregularly, but in exact Proportion to its Weight. And 
as Marriotte obſerves, that ſuch a Veſſel will or may ſerve for 2 
Cleplydra or Water-Clock, an oblong Reſervoir of that Shape may 
be of excellent Uſe in the Driving of Mill-Wheels where Water 
is {carce, and the Opening is at the Bottom of it. 
Bui to return from this ſhore Digreſſion, to which I have been 
inſenſibly carry'd, it is plain, from the foregoing Experiments, that 
the Supply of Water, which comes from one Place to another, is 
according to the different Sizes of the Spouts or Pipes of Conduct 
trom which it proceeds, and according to the diftereat Heights of 
the Head-Spring or Relervoir from whence it falls; becaule it is 
by the Difference of the Velocity or Force of Water, proceeding 
from Heights greater or leſſer, that the Quantity of Water proceed- 
ing theretrom is either greater or leſſer; for the exact Calculation of 
all which, the World is obliged to that curious and moſt exact Cal- 
culator of Fluids Monſieur Marriotte, in his late excellent Trea- 
tiſe, tranſlated by the Reverend Dr. Deſaguliers But (as has been 
before noted) the French Meaſures differing pretty much from ours 
in England, it will be proper to ſay from the toregoing Tables, 
that the French Pint (ſomething near our Quart) is to our Engliſh 
Pint as 36 to 52; that the Paris Muid is to our Engliſh Hogſ- 
head as 504 to 654; that the cubick Foot French is co our cubick 


Foot as 16 to 15, or rather, as their Squares 4096 are to 3375: 
That their Ounce, and conſequently their Pound, and other Weights, 


are to ours as 93 to Too. And, finally, that the Weight in Pounds 
of a cubical Foot French, is to the Weight in Pounds of a cubical 
Foot Engliſh, as 79 is to 65, or thereabouts. So that if a Column 
of Water of 12 Foot high, and halt a Foot ſquare French, weighs 
210 J. the ſame Number of Water in Emnglih Feet (being ſmaller 
than the French) will weigh but 1724. 75. 


TA E next Chapter illuſtrates the Practice of what goes before. 
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A farther Calculation of the Coming-in of Water from Engines, | 
or otherwiſe. : 


E are now come to the real Calculation of the Motion of 
Fluids or Water in Pipes, which by the Rules Marriotte and 
others have laid down, will (through a Bore of three Lines, com- 
monly: call'd an Inch of Water) give 14 Pints in a Minute, and 
conſequently, 3 Paris Muids about 2 Hgds. 5 Engliſb in an Hour, 
and 56 Znghiſh Hogſheads in 24 Hours, provided the Diſtance and 
the Friction occaſion'd thereby be not too great, and that the Top 
of the Reſervoir le ſomething above the Hole or Spout, out of 
which the Water proceeds ; horizontal Jets giving more than thoſe 
that ſpout upwards, and leſs than thoſe which ſpout downwards; 
as Reaſon and Experience demonſtrate. | 

AGREEABLE to this Rule of 12 Foot or 13 Foot high, above, 
the Hole of an Adjutage of 3 Lines will give an Inch of Water, 
that is 14 Pints French. about 20 Pints Engliſb in a Minute, as 
above, as it ſpouts upwards, aud when the Reſervoirs have the 
fame Height, but liferent Adjutages, the Expence of the Water 
will be in the ſame Proportion as the Holes of the Adjutages, that 
is, as the Squares of the Diameters of the ſaid Holes. Thus, if a 
Reſervoir of 13 Foot has an Adjutage of 6 Lines, and the Pipe of 
Conduct be, as it ought, 4 Times the ſame, that is, 2 Inches, it 
will give 4 Inches of Water: And if it is a Hole of one Inch Bore, 
the Pipe of Conduct being 4 Times as much, it will give 16 In- 
ches in ſpouting upwards, provided the Pipe of Conduct which 
brings down be of a ſufficient Bore all the Way, according to 
theſe Rules. 

IN order to calculate the Expence of Water, take the Square of 
}, Which is 9, and if the Adjutage has a Diameter of five Lines, 
vou muſt work thus by the Rule of Three; ſaying, If 9, the Square 
of 3, gives 14 Pints French in a Minute, how much will 25, the 
Square of 5, give? and the Anſwer will be 38 5, being near 39; 
according to which the following Table is made. 


A Table 
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Table of the Expence of Water in a Minute through Spouts ot 
different Borer, the Reſervoir 12 Foot high. g 


Pints French. Pints Englich. 


Through anAdjutage of x Line Diameter 12 23 
2 Lines 6+ 92 
3 Lines = 205 
4 Lines 25 363 
5 Lines 39 562 
6 Lines 56 803 
7 Lines 76 1094 
8 Lines 110 1583 
9 Lines 126. 1347 

10 Lines I55 2233 
11 Lines 188 2715 
12 Lines, or 1 Inch, 224 3233 


To return to Practice, according to the afore- mentioned Table, 


if a Pipe of an Inch Bore give 224 Pints Freuch, or rather 323 
Pints Eugliſb in a Minute, how much will a Pipe of = Inches Bore 
give? State the Queſtion thus: 


If x, the Square of 1, give 323, what will 4, the Square of 
2 give? Anſwer 1292 Pints Engliſh. See the Operation. 


12 1. 4 
> 


1292 


WHenN the Heights of Water in Reſervoirs are different, the 
higheſt give more than the others in a ſubduplicate Ratio of their 
Heights, that is, as the leaſt Height is to the mean Proportional 
betwixt it and the greateſt Height. 

AccoRDING to this, if the Surface of the Water of the loweſt 
Reſervoir is 3 Foot high, and the Spout 3 Lines, you muſt take 0, 
which is the mean Proportional between 3 and 12; and becaule 6 


is to 3 as 14 is to 7, it may therefore be concluded, that 4 af 
ervoir 


7 


361 


- 4 


of Hydroſtaticks aud Hydraulicks. 


ſervoir of 3 Foot high will give ; an Inch of Water, that is, 7 Pints 
French, or 10 Pints near 4 Engliſb, through a Hole of 3 Lines; if 
the Height was of 4 Foot, you mult take 48, the Product of 4 by 
12, whoſe ſquare Root is near 7; then ſay, as 12 is to 7, ſo is 14 
to a Number unknown, which by the Operation appears to be 85; 
and ſhews that ſuch a Jet will give 8 Pints 3 French, about 11 
Pints 2 Engliſb, in a-Minute; and on Calculations of this Kind the 
following Table depends. 


Foot Pints French Pints Engliſh 


A Reſervoir of 6 high gave 10 14; nearly 

8 x 14 I 54 
3 125 175 
10 12+ 174 
1 14 205 
15 157 3 
18 174 244 
20 184 268 
25 205 | 27% 
30 223 32 
35 24 fere 345 
40 257 36x 
45 27s 39; 
48 28, or 2 Inches 405 


Now, to explain with the curious Marriotte, and his learned 
Tranſlator, what is meant by an Inch of Water, as in the laſt Line, 
where there is ſet down 28 Pints, or two Inches; it is ſufficient 
to obſerve, that it is an Unit, or Term, that Marriotte chooſes to 
cxpreſs himſelf by, as he has done before, when he ſays, that if a 
Spring gives 7 Pints French, onwards of 14 Pints Engliſh, in a 
Minute, it may be ſaid to give an Inch of Water: If it afford 14 
Pints French in half, or 20 Pints Engliſh in a Minute, it may be 
aid to give two Inches, and ſo on. 

Bur it muſt be noted, that when you make Tryal of any of 
the aforegoing Experiments, whether they are deſigned to demon- 
rate French or Engliſh Meaſures, you muſt make the Hole 1 Inch 
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2nd x bine, or 1 Inch ? Diameter, very nearly, the French Inch 
being pretty near as 12 to 12 is to ours Engliſb. 

I T having been proved then, by dividing 144 by 9, that a Bore 
of an Inch Diameter will (according to the Proportions before re. 
cited, being 16 Times as large as a Bore of 3 Lines, coming from 
a Reſervoir 12 Foot his!:) produce 224 Pints Paris Meaſure, or 
about 324 of Ereglih Meaſure in a Minute; and that all other 
Heights in the aforegoing Table mult conſequently follow the fame 
Proportion, I have calculated the 'Table that follows, in which will 
be ſcen the Quantity of Water, Eugliſßh Meaſure, that any Reſervoir 
will give, from 48 to 6 Foot high, according to the different Sizes 
of Piping, from 1 Inch to 8 Diameter: The firſt Column is the 
Height of tae Reſervoir, and the other ſeventeen the Diameters of 
the Pipes. | 

AxD from this and what goes before it is plain, that moſt Calcu- 
lations relating to the Coming-in and Going out of Water, may be 
ſolved ; only it muſt be obſerved in all Diameters or Bores of Pipes, 
they muſt be made according to the French Inch, which is to ours, 
as the Square of 16, which 1s 256, 1s to the Square of 15, which 
is 225: Say we then, as 225 is to 226, 1o 1s 144 to a fourth Num- 
ber required, which is 174, the Square whereof is very near 13 
Lines 5, or 1 Inch -, 4 Line: And ſo much muſt the Diameter 
of the Inch Pipe be, to anſwer the following Table; it a 2 Inch 
Pipe, it muſt be 2 Inches 3 Lines; if a 3 lach Pipe, 3 Inches 4 Lines 3, 
and 10 on. 


N. B. In what is ſet down in the following Table, proper 
Allowance is made for Friction, or rather the Interpoſition of the 
Air; but as the Valves before mentioned are now much in Ute, 
that Friction or Interpoſition of Air, call it which you will, will 
be in a great meaſure taken off; and thele Clacks, or rather Valves, 
may be uſed in Leaden, Wooden, or Iron Pipes, as well as Clay; 
ſo that the following Table, if it does err, yet is an Error on the 
right Side, and the Quantity of Water here ſet down, with the 
reſpective Heights to which it has been faid to riſe, will certainly 
be enough. 


A Table 
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So that the Uſes of the foregoing Table being very plain, I need not 

enlarge on it. It you would know how much Water a 4 Inch Pipe 
will yield in an Hour, that comes from a Reſervoir 3o Foot high, 
look in the 'Table againit 3o, and under the 4, and you will find 
8192 Pints in a Minute; that multiplied by 60, gives 491520, and 
divided by 512, the Pints in an Ale Hogſhead, and the Anſwer is 
970 Hogſheads. 
As an, in like Manner, if you would know how many Hogſheads 
in an Hour a Pipe of 2 Inches Bore, will produce from the fame Height, 
there will be anſwering 2048, which, multiplied by 60, produces 
near 231 in an Hour; but if it was for a leſs Height, as ſuppoſe 6 
Foot, it would give but 112 Hogſheads in an Hour; and all this, 
when the Reſervoir is under 150 or 200 Yards, at moſt, of the Place; 
for it it be a long Length, and there be Turnings or Windings, and 
up-hill and dow in it, it would cauſe a great Friction, and would 
not yield above 50 or 60 Hogſheads, at moſt, in an Hour, as E. 
perience does ſufficiently evince ; for if the Allowance for Friction 
be as 9 to 4, as the learned Annotator on Marriottę ſays it is, 
then a Pipe of 2 Inches Diameter, and that goes above 1000 Yards; 
as ſuppoſe 12, 13, or 1400, then ſuch a Pipe would give but 49 
Hogſheads 3. 

AN p thus much for the Coming- in and Going- out of Water in 


Pipes from Reſervoirs of different Heights, where there is little or 
no Friction; but, tis much to be feared, that Water that is raiſed 


by Engines will not produce ſuch great Quantities, nor ſcarce ſo 
much as Reſervoirs at a great Diſtance, allowing for Friction; 
ſince 'tis plain, from the Principles of all thoſe who have wrote 
of Staticks, That a Force, which forces up a Body perpendicularly, 
grows leſs equally: Becaule the Gravity of the Body, which is 
thrown up conſtantly, puſhes it downwards again; and ſo its Mo- 
tion upwards muſt continually decreaſe, and be wholly deſtroy'd, 
when the Impetus upwards, which 1s receiv'd from that impulſive 
Power that throws it up, becomes equal to that Impetus which 
its own Gravity gives it downwards, that is, that Bodies thrown 
upwards muſt be retarded, and ceaſe to riſe, as ſoon as the two Im- 
pulſes are become equal, and then immediately begin to deſcend 
again; becauſe then the Impulſe of Gravity is greater than that of 
the Projection; ſince Gravity leſſens the Velocity of the Impulſe 
upwards, and by its contrary Action deſtroys the Motion up- 
wards, with the ſame Force that it would produce a Motion down- 
wards, which is uniformly, according to the Laws of Motion ac- 


celerated, the Force which puſhes upwards mult alfo is 1 
ormly- 


/ 
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formly. And ſince the Deſcent of Water coming from different 

Heights is tound to increaſe, by the foregoing Tables and. Accounts, M 

ia a ſubduplicate Ratio of its Height, its Riſe, and alfo Quantity, ah 

muſt conſequently decreaſe in the fame Proportion. VA 
THrvus, to invert the Terms, it an Engine throw up 647 Pints nn 

of Water 6 Foot high, through a Pipe of an Inch Diameter, the Md 

ſame Engine will not be able to throw up above 240 Pints to a2 | 

Height of 48 Foot,. through a Pipe of like Diameter. . But as the 

molt exact Rules that can be given in Theory, will, in all Proba- 

bilicy, fall ſhort, and, perhaps, wide of the Truth, when reduced 

to Practice, I have with ſome Difficulty procured (from ſome of 

the moſt eminent Places in England, where Engines are made,) 

Account of the Bore of their Pipes, the Diſtance the Water is 

carry'd, and the Height to which it riſes ; becauſe, farther than yet 

mentioned, the impulſive Force of an Engine (notwithſtanding En- 

gineers now put two, three, or four Regulators to it) is alternate, 

or in ſome other Degree intermiſſive; which is the Occaſion that 

Engines will by no Means yield the ſame Quantity of Water, as 

Relervoirs or Springs (whoſe Motion is regular and uniform) will. . 

And this Account will, in a great Meaſure, explain the Effect of 

every particular Kind of Engines, and how preferable they are, in 

many Circumſtances, 'to one another. 


—— — — — — 
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C HAP. XXXII 


of Friction, its Etymology, and the Effect it has on Pipes of 
Conduct, &c. Fr | 


Mictio, a Subſtantive of Frico, has its Derivation, as ſome-wiil 
have it, from the Greet of Frigeo, or rather (as Shrevelius notes 
it) of Fyigo, torreo, torrefacio, to heat, make warm, burn, and 
the like; from whence, ſays that laborious Author, comes 27»; £ 
torrefuactio, frixio vel frictio; and Coles in his little Dictonary will 
lave it from the Greet Tyise, or from the Hebrew Pur, which tranſ- - 
lated into the Latin Language ſignifies diſrumpi, i. e. to break, rub, 
chafe, or fret; in all which Senſes it may well be taken, as it im- 
ports that Letting, Hindrance, or Stoppage in Fluids, and in all 
Mechanick and Hydraulick Motion, occafion'd by that- Rubbing 
that is inſeparable from the Laws of Motion in Engines, Sc. os 
| | | 2 
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Ir is a Word that ſeems not ſo well underſtood, at leaſt not here. 
tofore uſed in the Senſe it now is, as whoever will give himſelf the 
Trouble to inſpect Scapula, and other ancient Lexicons and Gl/ofaries, 
will find; tho' there we find, that Cel/as, Lib. 1. makes uſe of it, 
in a Cale not much unparallel to the Senſe we now do, when 
ſpeaking of a Journey he had taken, ſays, in ipſo quoque itinere fre- 
guens Frictio erat + But the learned Mer /ennns, Gallilæo, and o- 
thers have uſed it in a much larger Senſe, in their Applications of 
it to Mechanical and Hydroſtatical Calculations; and Wallis is 
found (tho' he has not defin'd the Word, as he has done many o- 
thers in theſe Arts) in many Places of his Treatiſe on the Axis in 
Heritrochio, to uſe the Word with great Freedom, however limi- 
ted the ſame was in antient Authors: Let me ſet it down in his 
own Words, Cap. 7. Prop. 3. One hinc oritur friclio, impedit quo 
miuus orbiculus, circa axem ſinm expedite volvatun; and again, a 
little lower, & quidem eo magis, quo axis maj\r eft propter maju- 
rem, propterea frictionew. And, to conclude, a little tarther he 
ſays, Et propterea ob frictiouem ſæpius repetendam atjficilitts move- 
bitur roto minor. 

AxD from theſe Intimations it appears to be, that the learned Har- 
res, in his Lexicou Technicum, Vol. I. ſub tituls F. ſays of it, that it 
is a Word often uſed by Writers on Mechanicks, for the Reſiſtance 
which ariſes to the Motion of any Engine from the Matter (and I 


may add the Shape and Size of the Wheels, Sc.) rubbing againſt 
one another, and againſt any other Body; and of this Reſiſtance, 


ariſing from Friction, he tells us, there was a large Diſcourſe printed 
in the Memoirs of the Royal Academy of Sciences at Paris for the Year 
1699, by Monſ. Amonton, wherein that ingenious Author makes 
ſeveral Experiments, which give Rules for to find out and calcu- 
late Tables of this Reſiſtance ariſing from Friction, and of that 
which is the Reſult of all that Rubbing, Chafing, and Stoppage of 
Cords uſed in Pulleys, the Subſtance of which ſhall be, if this Book can 
be procured, exhibited in its proper Place. Returning now to the Fric- 
tion that is in Pipes, wherein it muſt beobſerved, that later Writers on 
Hydroſtaticks ha ve uſed this Word in a more extenſive Manner, than 
what is to be found in Gallilæo, Wallis, and others, who have treat- 
ed of Motion; I mean the celebrated Marriotte, who by ſome cu- 
rious Obſervations has found, that Water in Pipes is conſiderably 
ſtopp'd by the Friction that is againſt the Sides of them, occaſion'd, 
as fome will have it, by the Viſcuoſity and Cohæſion of the Parti- 
cles of Water one to another, which being, as it were hook'd to- 
ether, impede and hinder each other in their Paſſage, eſpecially in 

| PS Rn ; | great 
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cat Lengths, of which whoever reads Part V. Diſcour ſe 1. con- 
cerning Pipes of Conduct in Marriottè's elaborate Treatite of Hy- 
droſtaticks, may be more particularly inform'd. 

No , as from hence it chiefly comes to paſs, that Water that 
paſſes a great Way, and from a Spring-Head, as it were naturally, 
never riſes well to its own Level, how much ſoever may (to the 
Diſadvantage of young Hydroſtaticians have been ſaid to the con- 
trary, it will not be improper, in the Courſe of this Chapter, to con- 
ſider ſomething of the Method for the Determination of this Fricti- 
on, or the Reſiſtance that is in the Paſſage of Water through long 
Trats of Land, and in narrow Tubes, the Velocity of which is 
ſtopp'd by this Friction; for the Diſcovery of which, take the fol- 
lowing Experiment, as we have it from Marriottèe aforeſaid. 

LET ABCD (Fig. 1. Tab. ſeq.) be a Pipe of 6 Inches Dia- 
meter, and 6 Foot high; the Pipe CE is 3 Inches Diameter, and 
the Pipe G F x Inch: Three Holes were made at the Points HIL, 
that at H was 2 Lines wide, that at I 4 Lines, and the laſt at L was 
Lines wide: In the other Branch FG, the Holes K N M were 
d'ipoled after the fame Manner, in reſpect of their Nearneſs to the 
Tube AB CD. The Pipe A D being full, the Operator let the Wa- 
ter {pout ſucceſſively through the three Holes H I L, the other ſtill 
continuing ſhut ; the Jet at L roſe the higheſt, being the wideſt; but a 
narrow cauſes a conſidera ble Friction that retards the Velocity of the 
Water, and hinders it from running faſt enough to ſupply the Adjutage. 
But in the Holes H and K, as the Velocity thro” the Pipe is 16 
Times leſs than when the Water goes through L and M, the Fric- 
tion in the narrower Pipe is inconſiderable, and does not ſenſibly 
retard the Jet K more than the Jet H, and they both riſe pretty 
near to the ſame Height. It follows likewiſe, that if you diminiſh 
the two Holes I and N, for Example, each of them a Line, then 
the Jet thorugh F will not riſe ſo high as it did, and that through 
N will riſe higher; becauſe there will be leis Friction in the Pipe 
FG, that overcomes the Detect from the Air's Reſiſtance; and in 
the Pipe C E, this Diminution of Friction will not be conſiderable, 
but the Reſiſtance of the Air will be a little greater, than in that of 
4 Lines; and this it is that has deceiv'd a great many Perſons, that 
have made their Experiments in narrow Pipes, as FG, and they 
have, with the greateſt Part of the Fountain-Makers, concluded, 
that Water roſe higher through narrow Adjutages, than through 
wide ones, which is contrary to Reaſon and Experience, provided 
the Pipe of Conduct be not too narrow, that is, to ſupply them. 
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T n = ſame Thing happens when the Adjutages are 6 or 7 Inches 


long, or even 2 or 3 Foot, the Jet will be higher through a plain 


Hole in a Plate, not above a Line, or a Line and a half thick, the 
Experiment will (according to Marriotte) be eaſily made: If you 


have a Pipe of 6 or 7 Inches Diameter, as AB C, Fig. 2. and in 


the Pipe E F of a ſufficient Bore, 2 equal Holes be made at G and 
H, the firſt having the Adjutage GI, and the other only the Thick- 


neſs of the Metal; for you will ſee the Jet through H will go 
much higher than through G I; and the more you diminiſh the 
Height of I G, the nearer will its Jet riſe to that of H; whence 
it follows, that the long Adjutages that are put to the Mouths of 
Dolphins in Fountains are very defective Sane 


AXxD tho' the Adjutages ſhould be a little conical, the Jet will 


+{till be retarded ; concernigg which take the following Experiment: 
A Glaſs Pipe, a Foot in Heighth, and an Inch Diameter, having a 
Hole of two Lines and a halt, ſpouted only ten Inches and a half 


high, when there was a little Cone in it; but when it was made 


without a Cone, it ſpouted eleven Inches and a half; which ought 
to be a good Direction to thoſe that make Adjutages or Spouts to 
Fountains, not to contract them at Top, as many do, but to make 
them exactly cylinderical; nor likewiſe to contract the Termina- 
tion of the Pipes of Conduct all at once, but by Degrees, and in ſuch 


a Manner, that the Friction may be as little as poſſible; lince tis 


this, that by all the Experiments which have been made, that cauſes 


that Friction, which depreſſes, inſtead of forwarding, the Riſing of 


the Jets, and Paſſage of Water in Pipes. 


To trace all the Experiments that are and may be made to de- 


monſtrate this Friction, would be a Work of itſelf, and entirely be- 
yond the Room I can allow in this Treatiſe; becauſe a Multitude 
of Examples would rather puzzle, than inſtruct any Learner in the 
Practice of Hydroſtaticks and Hydraulicks, for which this Deſign 
is chiefly calculated; nor indeed can the Experiments that are made 
in ſmall Caſes have their full Weight in larger, it being found, (as 
nas been already hinted in the Preface) that Marriottè does not al- 
low enough for the Decreaſe of the Velocity of Water through a long 
Pipe of Conduct; all which having been ſo amply laid down in the Pre- 
face, I need not repeat it here again; but that this Friction is neafly 
in Proportion to the Length that it runs, rather than to the Friction 


that is againſt the Side of the Pipes; nor is it indeed an eaſ Matter to 


diſtinguiſh from which of the Cauſes it is, that this Velocity of Water 
is ſtopp'd, whether from Friction or the Cohæſion of watery Parti- 
cles one to another, or from the Reſiſtance that is in Air, which 
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poſſeſſes itſelf of all Vacuities, and, till it is expell'd by the greater 
Force of Water, mult occaſion a conſiderable Reſiſtance thereto, as 
the Noiſe and Roaring of Water in Pipes do ſufficiently demoaſtrate. 
THERE is alſo another Reaſon, why it is not ſo eaſy to deter- 
mine the Rationale of Erict ion by the before- mentioned Experiments, 
and which 1s, That a little Thread of Water finds more Reſiſtance 
(eſpecially in open Air) at its firſt coming out, than great Jets do; 
as {mall Bullets or Shot, tho* ſhot out of the ſame Piece, will not 
reach ſo far as large ones. And there is yet another, which proceeds 
from the different Impulſe or Force of Water from Engines or Re- 
ſervoirs of different Heights. All which Circumſtances, I lay, produce 
diferent EfteRts, as the Cauſes are different. But be this Decreaſe 
of the Velocity of Water from what Cauſe it will, the Table 
that will be by-and-by inſerted, corroborated, and explain'd, as it 
will be as real Facts in larger Caſes, will be as near the Truth 
as Can be. 
I T will be ſufficient, in Addition to what has been ſaid on this 
Head, to add, that the Reſiſtance of Air. and the other Cauſes be- 
fore-mentioned, is ſuch, that Water (how duly ard regularly ſoever 
plac'd, and how well ſoever adjuſted the Pipes of Conduct and 
their Adjutages are) will not riſe by about , or; in open Air, nor 
by a tenth in encloſed Pipes (where the Diſtances are great) ſo high 
as their original Reſervoir or Baſin. 


Of the Proportion of Condut?-Pipes. 


From thoſe curious Obſervations that Monſieur Marriotte has 
made at Chantilly, and other Places, and from large Adjutages and 
Pipes of Conduct, it appears, and may be taken for a fundamental 
Rule, that a Reſervatory of 52 Foot high ought to have a Con- 
duct-Pipe of 3 Inches Diameter, when the Adjutage is 6 Lines, 
and that the Jet will then riſe to the greateſt Height that it- ought 
to have. 

To compare the Breadth of this Conduct-Pipe with that which 
Reſervatories ought to have, and the Breadth of Adjutages, the 
following is a proper Rule, ſuppoſing that the Velocity of the run- 
ning Water be equal in both Pipes, and that there be no more 
Friction in one than the other: But if the Number of Inches be 
quadruple, the Section of the Bore of the Conduct muſt be four 
Times greater that the Velocity of the Pipes may be equal. 


HE RE follows the Rule as it is 5 by Mr. Marriotte 1 
B 5 
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As the Number of Inches which one Jet gives, is to the Nymber 
of Inches which another et gives; 0 is the Square of the Diamere, 
of the Conduct. Pipe of the + , to the Square of the Diameter of 
the Condutt-Pipe of the other. + IP 


Example : 


Iz you would know what Diameter you muſt give your Can- 
duQ-Pipe to have a Jet 100 Foot, through an Adjutage of 12 Lines, 
you mult take a Height of 52 Foot, as above, for your Standard, 
which through an Adjutage of 6 Lines, having the Pipe 3 Inches 
Diameter, gives 8 Inches; and that becauſe, by the Table of the 
Heights of Jets, the Reſervatory of a Jet of 100 Foot ought to 
be 1333 ; you fay then, As 52 is to 133, ſo 64, the Square of 8, is 
to 170; and the Square Root of 170 being pretty near 31, you 
ſec, that a Reſervatory of 133 Foot, through 6 Lines, will give 13 
Inches, and through an Adjutage of 12 Lines, 52 Inches of Wa- 
ter. Then, as 8 is to, 52, 1o is 9, the Square of 3, (which 
the Diameter of the Pipe ought to be,) to 58, whole ſquare Root is 
7, and near 3, which will be the Diameter of the Pipe that was 
ſought; but, for greater Security, you may, 1ays our oft- quoted 
Anne,, en doe 

To ſum up all that has been ſaid, and to adjuſt the Friction we 
have been ſo long diſcourſing of in this Chapter, the general Rule is, 
that Water brought a conſiderable Diſtance, loſes ; of its Velocity; 
or, in other Words, that it will not riſe ſo high as the Spring- 
Head is by 4; ſo that if the Deſcent from a Spring-Head to a Re- 
ſervoir or Building be 128 Foot, you are; according to this gene- 
ral Rule, by which many Plumbers and others are governed, to 
divide it by 8, and the Produce will be 16, which ſhews.that the 
Water will not riſe ſo high as the Spring-Head. by 15 Foot; and 
that, conſequently, inſtead of the Water's riſing to 128 Foot high, it 
will only riſe to 112 Foot, 16 Foot being allow'd for Friction, or 
the Interpoſition of Air, Sc. n 

'T'is true, where ene of Water is ſo great, as it is in the 
aforegoing Example, there will be little Occaſion to reaſon ſo mi- 
nutely concerning the Friction that is to be allow'd :. But where 
the Fall is not above 8 or 19 Foot, and at a great Piſtance, tis 
there that an exact Calculation. is very neceflary, leſt the Owner be 
diſappointed in his Labour and Expectatin. 

Accorvins to ſome of the Rules before- mentioned, the natural 
Current or Fall for Water muſt be at leaſt two Foot in a Mile ; 
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and the Diſtance here being ſuppos'd to be 526 Yards running, 
the Queſtion is, how many Inches will be requiſite for ſuch a Cur- 
rent or Dependance. 


See the Operation. 


17 1760 require 24 Inches, what will 526 Yards require! 


; 
11 


—j Tiches 
1760): 13624 (J 
C's 1304 1 


Un — — 18 128 w 1 
180 1 - pe #1 => 


AnD the Anſwer is 7 Inches and near 1. Then again, to de- 
termine the Fridt ion, ſuppoſe that the natural Fall be 12 Foot in this 
Length of 526 Yards, divide the 12 by 8, and the Produce 1s 1 
Foot 6 Inches, which, added to the 2 Foot natural Fall, makes 2 
Foot 1 Inch and 5; ſo that 12 Foot is much more than ſufficient, 
and, if you will, you may carry 'ybur” eln a conſequently 
your Reſervoir, higher: And, in the firſt "Cal K Febe the Fall no 
more than 3, 4, or 5 Foot, ſuch Water Would paſfss. 

Bur as this Allo wance of 2 of the Height of the Spring-Head is 
in general Terms, and according to the Rules the Plumbers have 
eſtabliſh*d amongit themſelves, is fup to be ſufficier 
yet by the curious Experiments of Marriottèe and others, a more 
certain Rule for Friction may be eſtabliſſ dl. 

THAT ingenious e, e s 4 ce tain Rule, That the 
Difference of the Heights of Jets, or he might have ſaid, in other 
Words, the Deſcent of Water from the Original or Spring- Head 
to the Reſervoir, or Place aſſign'd for its Uſe, in a flibduplicate 
Ratio of its Height':” And tho“ it is certain, that this Gentleman 
has made uſe of it, to demonſtrate the Riſe” of Jets of Water in open 
Air, which has doubtleſs as great, or, perhaps, a much greater Ef- 
ect, than any Friction In inc rr t by this it is, that we 


may come as near the Matter of Fact as po ible, and be more cer- 
tain as to Our Calculatibns on this Head. 

To come then'to Example, (Id. ae. 70. of Dr, Defaguiliers's 
Tranſlation,) and which he ſeems to eftabliſh*as a general Rule, up 
to or nearly equal to the Height of the Spring-Head, he allows, 
that a Reſervoir (which; by the By, ought tòô be at leaſt 10 or 15 
Foot ſquare) that is 5 Foot 1 Inch high, will raiſe the Water 5 
B b 2 Foot, 


ped to be ſufficient and exact, 
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Foot, and ſo on, in a ſubduplicate Ratio to their reſpective Heights: 
and conſequently, that, as to this, it is but one Inch abated of 
what it would riſe to by Nature; and purſuant to this it is, that 
the, following Table is calculated, which is from Rules which far. 
ther ſhew, that if a Spring of 5 Foot 1 Inch in Height abates only 
1 Inch, the ſame Spring, being 10 Foot 4 Inches, will abate 4 In- 
ches; and the higher you go, the greater will the Diſproportion be. 
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AND this is, I think, ſufficient as to the Friction allow'd for the 
Deſcent of Water in cloſe Pipes, and a Demonſtration, that an Al- 
lowance of; can be no certain Rule for it. What remains to be 
obſerved on this Head will naturally fall in, when we come to treat 
of Jets d Eau. PP bent ay 


; CHAP. 


_— 


CHAP. XXXIII. 


Of the ſeveral Rules in Arithmetick with which a Learner in 
Hydroſtaticks ought 10 be informed. 


T is of great Import, in order to the better underſtanding and 


calculating of Water- Works, that the Learner make himſelf 
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* 


Maſter and be well acquainted with the ſeveral Rules of Arith-- 


metick following. 


I ſhall paſs by Numeration, Addition, and the like, becauſe it is 
ſuppoſed that few are unacquainted with thoſe Rules; tho? there are 


others, ſuch as the Rule of Three, the Rule of Falſe, Square Root, 
Sc. very neceſſary to be known by all Hydroſtaticians, which they 


may be at a Loſs to comprehend, tho' well skilled in many other 
Arts and Sciences, it being for the ſake of ſuch, that this Treatiſe 


Fl 


is chiefly deſigned. RE 


x 


T 1 Rule of Three is the moſt uſeful of any that belongs to Hy- 
droftaticks, it being from ewo-Numbers known that a Third which. 
is unknown is diſcovered, | which we ſhall many Times have Oc- 


caſion to mention, in the Courſe of this Treatiſe. 


SU?2POSE then, «copding to a general Rule, laid down in the 
Expence or Coming-in.of Water, that a Pipe or Spout of three 


Lines Bore give 14 Pints French of Water in a Minute, what will 


*. 
* 


a Pipe or Spout of 7 Lines give? 
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See the Example: 


SAY, as 9, the Square of 3, is to 14, ſo is 49, the Square of 75 to a 
4th Number unknown. 


14.20 


And the Anſwer is 76 Pints 2 of a Pint. 
Of the Rule of Falſe. 


THz Rule of Falſe is another Rule that is of ſome Uſe in Hy- 
.droſtatical Calculations: 1 Ii i TOUDLI 9 

THERE is a Ciſtern with three unequal Cocks, 'containing 60 
Gallons of Water; and if the greateſt Cock be emptied in an Hour, 
if the ſecond be opened, it will be emptied in three Hours, Sc. Now 
it is demanded, in what Time the Ciſtern will be emptied, if all 
the Cocks run toge then % noh 20 03 gn 

No w, as the Solution of all Queſtions in the Rule of Falſe are 
perform'd from a ſuppoſed fictitious Number, to find out a real 
one, let the Calculator ſuppoſe, that the Ciſtern will empty itſelf 
in half an Hour's Time, or 30 Minutes; then there muſt empty at 
the greateſt Cock 30 Gallons, or one half; at the ſecond Cock 15 
Gallons, or one Quarter; andi atſthe leaſt 10 Gallons, or one Sixth; 
which added together makes 55: But this is too little by 5. 

S ar then, by the Rule of Three, if 55 Gallons be expended in 
20 Minutes, what Time will 60 Gallons take to run out, or be ex- 
pended in? 


See 
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See the Example: 
As 55 is to 3o, ſo is 60 to a 4th Number ſought for. 


30 
55) 1800 (3275 
165 
150 
110 
40 


So that the Anſwer is 32 Minutes, and ſomething more than 
40 Seconds. 1 
I SHALL only ſet down one Example more, from the Double 
Rule of Falſe, with which I ſhall conclude what I have to obſerve - 
on theſe two Rules, and the Rule of Three, from which all theſe 
Examples are deduced. | 
1 W 8 un R 0 . 

A Veſſel holds 60 Gallons, and has 4 Cocks to it; and being 
fill d with Water, or: any other Liquor, if they be all ſet open at 
once, the Liquor will run out in 24 Hours Time: Now the 2d 
Cock will empty as much as the firſt, during the ſame Time; and 
the 3d will empty three Times as much as [the rſt in the ſame 
Time; and the Ath will empty te Times as much as the firſt: 
The Queſtion is, what Number of Gallons each Cock will empty? 

The firſt Thing to be done is to add all the four Numbers to- 
gether, thus? X 2707 ni 2aot9oyO Is to noi? 
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cn 12024 Oockomnik qual. 
| d Cock 4 Times as much. 
Ath Cock 5 Times as much 
d 951331] oO et eidrmAd ef us 19939805 
1590x2 23d zds all HI. SSN W ani 951 
0 gl on 9181 efloned od iy omT 1 
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S Av then, if 11, the Quantities of Water in the Whole, reqy; 
6o Gallons, what will I require ? — 


11 6 2 
I 


I 1) 60 (s & the Quantity the firſt Cock empties, which 
Wy) Quantity alſo the ſecond Cock empties. 


5 


Again; If xx requires 60, what will 4 require? 
11) 240 (21 5 the Quantity the 3dCockmuſt empty. 
22 | | | 
n HSI LI? 
20 
41 


9 
But the Integer being once found, the whole Sum may be eaſiet 


found out in the following Manner; the firſt Quantity bei 1 
the Caſe will ſtand thus; _ legs me * ö 


n ine of NS 
iſt Cock will empty A Ss 


2d Cock the ſame __ „ Pa 14 

3d Cock 4 Times the Quantity 2 

4th Cock 5 Times as much 27 f 
The Fractions added together make ind ABA. 


the Anſwer 


which is 2 Times the Denominator 11, v 
{ 55:7; *rreqared. 


and fo the Addition will ſtand thus: * 


«„„k . 


N. B. Tu Queſtions before: going will be of conſiderable Uſe, when 
we come to treat particularly of the Coming-in of Water, and the 
Expence or Going-ou: of the fame; and altho' the ſame might be 
done quicker by the Rules of Algebra, yet as that is a Science un- 
derſtood by few, I have choſen to ule this plain Method of Arith- 
metick. 25 1 

Of 


urn > 
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Of the Square Root, and its Uſes in Hydroſlaticks. 


o 


TH E Square Root is likewiſe a Rule that ought to be well un- 
ſtood by Hydroſtaticians. . 


Here follows a Table of the Simple Roots, with their Squares. 


Roots. |: |2 4656s 


Squares. | 1 4 9 62 3% 464% 


| 


K 


* - * 


Fox Example, let 576 be a ſquare Number required, of which you 
are to find the Root: You muſt begin on the right Hand, and make 
Point at every ſecond Figure, and then it will Rand thus: 


576, the Point being made over the 7. 


Tux firſt Thing I do is to find the neareſt Square to 5, which by 


the Table 1s 4. 
Subſtract then _4 from 576, 
And there remains 176 and the Quotient is 24. 


Loox again into the Table, and find the neareſt Square to the 
Root 17, and you will find it to be 4, which I place in the Quo- 
tient, which makes 24, and 16 remains 

AFTER this, you are to examine if the laſt 4 multiply*d by itſelf, 
will make out the Number 16 which remains, which you will find 
it will exactly do; and 576 proves to be an exact ſquare Number, 
of which 24 is the Room one IS 


*. 


AGAIN, ſuppoſe you were to find out the Square Root of any 
other Number, let it be of 119 %4%/ſ 41 

You muſt firſt make Points either above or below every other 
Figure, beginning on the left Hand thus, 119025; or which is bet- 


ter, divide them into three Claſſes, and then the Figures ſtand 


* 0 


hne: * | 

tus: 11 in 

| w |} * 0 12 TEES Rs Se 

_— * ©; * ay 3 1 M 
N * » # = 7 I 1 L 1 by fe? q YL * 4 a 2 . — 3 : * gr 
| s > £34 . 4 ang © 
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1 $ TD IX 
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Tux 2d Operation then is to find the neareſt Square of 11, 


which 1s 9, and that 9 deducted, the Sum ſtand thus: 
for the two next Diviſions. 


THE third Operation is in this Form : 


2 
II 


9 


T 
54 
90 


25. 


64 


* 


11 90 35 (34 
7 


| 6 ) 290 


(34 


I x the fourth Operation, the whole Quotient 34, being doubled, 
makes 68, and will be a new Diviſor, to be put under the left 


Hand Figure 2, after this Manner: 


2 
II 
9 


| 


[ 64 | 


25 ® 


I19025 (34. 
9 


| 64) 290 
| | 256 


* 


(34 


34 


IE E left Hand Figure 6 of this Diviſor, ſince it can be had in 
34 five Times, this new Quotient 5 is joined to the former behind 
the crooked, and is alſo ſet down under ; in che vacant Place of 


the Claſſis; ſo that the Operation ſtands 


13. 
544 


2 
90 2 


11 
9 


11 
ih 


1 30 3t 
85 03 {7931 
4 a % 
6 2: 199 0 
. , - iq 


thus : 
11 90 35 (345 
9 
64) 290 
ore hf 256 
685 03425 
21 Eonand 


— — 


127 


171 7 
9 p & I 
69 


4 
L 1 
3 
x 
= 
43 * 
13 
1 
"1 
2 
M 
_ 
4 - 4 
—_ 
1 
1 
Yy * [ 
Z ) 
4 
_ 
* 4 1 
N 0 1 
_ 
4 « 
7% 
4 
>< 
__ 
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CHAP. XXXIV. 
of ſeveral Weights and Meaſures neceſſary to be known for the 


Water. 

OR the better Calculation of the Quantity of Water coming from 
F Engines and Springs, and the Expence thereof, in Fountains, Caſ- 
cades, and the like, it will be neceſſary to ſet down the following Ac- 
count with the Addition of ſuch Tables of Weights'and Meaſures, as 
are ſtatutable and cuſtomary in England, and which molt neceſſarily 
belong to this practical Treatiſe; which, when compar*d with thoſe 
of France, the Learner may, with the more Certainty, compare 
and adjuſt thoſe which Marriottèe and others have made Uſe of in 


their Hydroſtatical Calculations. | 


- — — 


: Engliſh). and contains 35 Pints Paris 


= 


Pounds Troy Weight, but of Averdupois but 62 lib. i: And inthis 


S > <a A, 


4% Quart) will weigh (as before) 2 Pounds, and 35 ſuch Pints only, 
will be contained in azcubick Foot. Now here, in like Manner, it 
is apparent, that they differ from us; for it half a Pint French 
weighs 1 Pound, as their Authors intimate, if it be compar'd with 
our Troy Weight, it is too little, if with our Averdupois, too much. 
It being found from the ſame careful Experiments, as before mention- 
cd, that a cubick Foot of Water Averaupors is 62 lib. 9 oz. , 
or 76 Pound Troy. But I ſhall chuſe to make uſe of Averdupois 
Weight in all my Calculations, rather than Troy; for tho' moſt Li- 
quids that are fold are weigh'd by Trcy Weight, yet as the Aver- 
gapois is the molt general Weight now made ule of, and as its 

| Den Tables 


better explaining the Divifion, Diſtribution, and Expence of 
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Tables are the moſt agreeable to my preſent Purpoſe, when 1 { 
Pounds, or any other Number or Quantity of Weight, I mean that 
of Averdupois; and when I make uſe of any Quantity of liquid 
Meaſures, I mean that of Ale. 

Bo if any one is ſo curious as to have his Account in Troy Weight 
it is proper he ſhould know from the ingenious and very careful 
Experiments of Dr J/ybeard and others, that 14 Pound Averdu- 
Pois is equal to 17 Troy: To reduce the one to the other, ſay then, 
by the Rule of Three, 

Ir 14 Pound #verdupois be equal to 17 Pouud Tr9y, how equal 
is 125 Pound to any Number unknown? Anſwer 151 +4, 


See the Example. 


34 127 1 8 
17 


875 
I2 5 
14) 2125 (151 14 
Tr | 5 


- 
' L w— 
—— —— 5 * FF —— - 
* - \ - : 4 
80 1 ” — 2 La 4a , 


By whicli it appears that 125 l. Averdypois is equal to 151 lib. 1: 
of Troy. | 1 AY - 40 | SH V. To RJ IN \ | 

To proceed with the ingenious Marriotte and his Tranſlator, 
we are by them inform'd, that a Pais Muid or Barrel contains 


K 


280 French, (about 280 Quarts of, England) or 288, if the Water 
is fill/d up to the Brim, (Which it ought to be.) No this like- 
wiſe ſeems diſagreeable to our Eugliſp Meaſures ; nor is our Eng- 
liſb Hogſhead (as will appear by and by) equal to the Muid, which 
{ beg Leave to explain, becauſe of the Difficulty. and Uncertainty 
that may be in the Way, When e come to calculate and compare 
Fets d' Eau, and the Expence of Water from Engines, or other wiſe, 
i mean thoſe of England with thoſe of France. 

To reconcile thoſe two Meaſures together with the more Exact- 
neſs, it is to be noted from Sir Jonas Moore, and others of good 
Note, in their Compariſons of Foreign Meaſures with the Engliſi, 


that the French Ounce is to ours (and which ſhall be the a 
| rom 
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ſtom whence we make all our Calculations and Tables,) as 93 is 
o 100, by which it Will in its proper Place appear, that the Paris 
Muid is not equal to our Eugliſb Hogſhead. 

Now to find the true Proportion between French and Engliſh 
Meaſures, if 14 Pints Freuch (28 Eugliſb) contains 26 Pounds, 
and in 14 Pints Engliſh there are contain'd 17 lib. Averdupors, and 
ſomething more, (which it appears to do,) then the Difference be- 
tween thoſe two Meaſures, by doubliag the 17 and 26 in order to 
avoid Fractions, is as about 36 to 52. n 

Ir therefore a circular Hole of Water of an Inch Diameter give 
14 French Pints in a Minute, how many Enugliſb Piats will it give 
in the lame Time; and becauſe it will give more Engliſb than 
French, ſtate it thus: . 


Anſwer. 


36). 1456 (40 35 near 2. 
5. 


— —_— 


Ax p ſo many Pints Enghſh will a circular Hole of an Inch 
Diameter give, at the ſame Time that it der 28 Pints French, 
(or about 28 Quarts Engliſh) Let 36: 52 be then che Proportion. 

AG AN, it a Pint French of Water (about a Quart Eugliſb) weighs 


1 lib. Engliſh, then 288 Pints of the ſame Meſure will make 504 


Pounds Engliſh, and ſo many Pounds Eugliſb a Haris Mud holds, and 
conſequently the Proportion between the Engliſi Ale Hogſhead and 
the Paris Muid is às 654" tg 504," 654 Pounds Engliſb being the 
Contents of Engliſh Poands in a Hogſhead, as go ##g/4þ. Pounds 
are in a French Muid: If therefore an Inch of Water, or in other 
Words, a circular Hole of an Inch Diameter, give 72 Paris Muids 
or Barrels in 24 Hobtrs, how many Eugliſb Hogſheads will it give? 
Anſwer, 55 Hogſhtads;'#nd about 30 Gallon s | 
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LE T the Caſe be thus ſtated. 


3528 


- Hogſh, 
654) 788 (55 $54 about 30 Gallons. 
35 


318 


— 


IN like Manner may we (with the Obſervations made by Walls 
and others) find out 1 Proportion that our Eugliſb cubick Foot 
has to the French. The ſame learned Author, in Prop. XI. Cap. 14. 
Pag. 728. of his Mechanical Efſay, ſay ing, that upon a careful Ex- 
amination, he had found the Paris Foot to exceed ours, as 14% is 


+ 4.4. +4 


tion between the French Foot and the Engliſh is near as 62 to 65, 
Or nearer, as the Square. of 15, which is 33 72 (not 3 528, as is by 
Miſtake in Marriotte) is to 4096, the Square of 16. 


1 * ” 8 

Nee 
: 4 1 2 . * \_ 3 i. A 
F | 


To come to Example: 
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In 256 cubick Feet French, how many cubick Feet Engliſh ? 


French, Engliſh, 
JAY, as 3375 Is to 4096, ſo is 256 to the Content requir'd. 


256 
24576 
20480 
8192 


3375) 1048576 (3103355. 
3607 ER 
2326 


HAvinG thus adjuſted the Method of comparing of ſome of the 
French and Engliſh Meaſures together, it will be neceſſary to take a 
View of thoſe that are purely Evehiſh and*from thence draw out 
ſuch Tables, as may complete the reſt, ſo as to be of Uſe to the pre- 
{ent Purpoſe, with their reſpective Weights, cubical Contents, Sc. 
Nor let it be thought that theſe ate needleſs Speculations, ſince it 
will be demonſtrable endugh in the Courſe of this Treatiſe, that the 
Weights and cubical Contents of all Fluids in all its various Cir- 
cumſtances, eſpecially Water, is one of the moſt uſeful Parts of 
Knowledge, that belbngs to practical Hydroſtacy; and without 
which indeed all the Theory of it would be uſelefs and inſignificant. 

THis being premiſed, it will be requiſite, in the nett Place, to 
proceed to the Work itſelf, T mean that ef Rg Weichts and 
Meaſures. e ds 903 bas 320% NK och nog 

ALL Meaſures of Capacity; (ſays the ingenious Mr. Ward, in 
his excellent Treatiſe of Arithmetick,) both liquid and dry, were 
at firſt made from Troy Weight, (Vid. the Statute of 9 Hen. III. 
51 Hen. III. and 12 Hen. VII. Sc.) where it was enacted, that 
eight Pounds Troy Weight of Wheat, gather'd out of the Middle of 
the Ear, ſhould make one Gallon, and that there ſhould be but one 
Meaſure for Wine, Ale, and Corn throughout this Realm, (as 
Vid. the Statute of 17 Edu. III. and 15 Nic. II.) but Time and 
Cuſtom, ſays this ingenious Author, has alter d Meaſures as well 
as Weights, and perhaps for the ſame Reaſon ; there being now 
three different Meaſures, one for Wine, one for Ale and Beer, and 


another for Corn. 


THE - 
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THE common Wine Gallon, by which Wine and Brandy, and 
other Liquors, are meaſur'd and ſold, are ſuppos'd to contain 231 
Cubick Inches, and ſhould hold of pure Rain, or running Water 
_ eight Pound one Ounce aid eleven Drams, as the very ingenious 
and curious Sir ,s, Moore, and others, have obſerv'd, and 
that 1s in Averdupors Weight, ' and nine Pound one Ounce one 
Dram in Troy Weight; therefore to get a true Wine-Gallon, make 
a ſquare Veſſel, that ſhall have all the Squares and Depths fix 
Inches thirteen hundred Parts of an Inch; or it you weigh with 
Arverdupors Weight, eight Pound one Ounce eleven Drams of 
pure running or Rain Water: Either of theſe, ſays this great 
- Obſerver of Meaſures, will find out a true Gallon Wine-Mez. 
ſure. 

But Dr. //ybeard, in his Treatiſe of Tectometry, Page 289. 
does ſuppoſe the Wine-Gallon to contain but 224 Inches, or 22; 
at molt; and, purſuant to this, Mr. ard tells us, that two very x 
eminent Surveyors in the Exciſe made a very careful Experiment 
in a particular Veſſel made for that Purpoſe before Mr. Flamſtead * 
and Mr. Halley, which confirm'd what Dr. //ybeard had ſet down 
before. 

In and about London there are Diſtinctions of Beer and Ale, 
though not- very widely different from each other; but in all other 
Parts of England the following Tables of Beer or Ale, whether 
ſtrong or ſmall, are to be _obſerv'd, by a Statute of Exciſe made 
Anno 1689. with this Difference, that the Firkin of Beer contains 
nine Gallons, and conſequently the Kilderkin eighteen Gallons; 
the Barrel thirty ſix, and the Hogſhead ſeventy two ; but in the 
Meaſure which I have choſe rather to make uſe of, to wit, Ale, 
the Firkin is but eight Gallons, the Kilderkin ſixteen, the Barre! 
thirty two, and the common Hogſhead ſixty four Gallons. 

THE Gallon for Ale and Beer holds two hundred and eighty 
two Inches ſolid, and weighs of pure Water ten Pounds, three 
-Ounces, , about ſeven Drams; therefore a ſquare Veſſel made 
to prove the Truth of this Gallon ought to be ſix Inches, and 2; 
Parts of an Inch each Way, and the Weight ten Pound, three 
Ounces, forty Parts, Averdupors, as before. | 
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HERE follows a Table of ſuch Meaſures, with the Weights and 
Cubical Contents of each Veſſel, as near as it is poſſible 125 Cal- 
culations ſhould be made, being Aral Weight. 


The TABLE. 


1 


282 10 | 3 8 8 I[Gall. | 
2256 81 12 O 64 2214/7 2 i 


4512 163 4 01128 2410 2 2 1 1 Kik. . 
| 90241327 0 012560128 32 4 4 2 Bar: 
| 150491954, Pe 93121250] os 8 72 1 ler- 


THE Uſe of this Table is 10 obvious, that T need not enlarge 
upon it, but ſhall only obſerve, that 18048 Cubick Inches are con- 
tain'd in one Hogſhead, and that the ſame _wcighs 454 Pound. 
Now the Cubick 2 being reduc'd into Feet, produce ſomething 
more than 103 Cubick Feet; and the 454 Pound reduc'd into hun- 
dred Weights, W four hundted and ſix Wp, and ſo 
many hundred ight are in a, Hogſhead Engliſh. 

BeroRE I quit, this Chapter, it is proper to ſet down from the 
curious Experiments of Dr. IV ybeara,, and . that one Ounce 
of pure Running or Rain, Water Troy will All 1. $949 Inch, and 
one Ounce Averdupois, 1 72355 nch; pe Found, Troy will fill 
22.7368 ſolid Wales an bie Pola rel 27.609 ſolid In- 
ches. One Foot ſolid will hold cußd, Proy, and ſixty 
two Pound 500, as before, FOE 

He RE follows a Table for the COnvVErting ſolid Inches into Weight 
of Water Averdupois,, The Table Ne „ curns ſolid Inches of 
Water into Ounces Averdupois, and the able * II. turns Oun- 
ces Averdupois of Water into ſolid Inches, | and are the Calcula- 
tions of that excellent Mathematician Sir B. oorè before men- 


tioned. 


IL] 


11 


das | Ne I 
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NJ. Ne II. 
Ounces Aver. | | Inches and Parts. | 
10. 59522 I | I. 72555 
2 | 1. 159044 12 3.45112 
31. 738566 3 | 5- 17668 
442. 313088 4 | 6. 90224 
512. 897611 5 8. 62780 
63. 477133 61. 35356 
7 4. 056655 1712. 07892 
S | 4. 636177 8 | 13. 80448 
91 5- 215699 | 9 | 15. 53004 


ExAMPLE: In an Ale-Gallon, 282 ſolid Inches, how many Ounces 
Averdupois. 
ANSWER, 163. 426 Ounces, or 16 Pound, 3. 426 Ounces, 


By the Table NC I. 
200— 115.904406 


80— 46.361776 
a Co ID oe EET 
In all 103.420 


So in 500 Ounces of Water there is 862 ſolid Inches by Table 
N II. and in a Foot folid, there will be anſwering 1728 Inches, 
62 Pound, 9. 414 Ounces. | 

Tas neareſt Proportion in Troy Weight, that 36 ſolid Inches 
will hold, is 19 Ounces Troy of Water, and one Pound Troy of Wa- 
ter will fill, as before recited, 22.7 368 Inches, and one Pound Aver- 
dupois 27.609 Inches. | | 

He#NCE is found a very good Way to meaſure any irregular Body, 
that by no mechanical Art can otherwiſe be done: Fill any Veſſel 
brim full of Water, and then dipping in your Body, receive care- 
fully all the Water that runs over, and weigh it, and by the laſt two 
Tables, turn that Weight into ſolid Inches; otherwiſe, if yourVel- 
ſel be regular that holds the Water, obſerving the Riſing of the Wa- 
ter, and find the ſolid Feet or Inches anſwering. 


Bur 
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BuT more to our preſent Purpoſe, in Hydroſtaticks, or rather Hy- 
Jraulicks, let it be required to know the Cylindrical Weight of 
Water that an Engine muſt drive, the Length of whoſe Pipe is 
(coo Yards, and the Pipe itſelf four Inches Diameter. 

To find the Content of this Pipe at the End, ſay as 14 is to 11, 
o is 16, the Square of four, to the Content requir'd. 


EXAMPLE. 


$7 22417186 
11 


— 2 


16 


16 
— Inch. 


14) 176 (12 145 or ? 


26 


8 


And the Anſwer is twelve Inches, and à little more than half a 
one, and 10 much is in an Inch in Length; but as there are 36 
Inches long in a Yard, I multiply that hy 12 and a half ia the fol- 
lowing Manner, 1 


R , 
mrs 4 
# wn# +4 W n 


And the Anſwer is 450 Inches in a Yard. Now by the Table; 


Inch. Ounces, 
400— 231. 3088 
50— 28.9761 


260. 6849 


. 


Jn all 260 Ounces, 6849, or 16 Pound 6 £3 Ounces, or there- 
abouts ; but that we reject as unneceſſary, —-Dd da Sar 
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Say we then, If one Yard Cylindrical of Water, in a Pipe of 
four Inches Diameter, weighs 16 Pound 4 Ounces, how much will 
1500 Yards weigh? Anſwer, 24375 Pound, or 217 C. 71 #, 
Weight, beſides the Friction, Reſiſtance, Sc. | 

Bo ir becauſe the calculating the Cubick and Cylindrical Weight of 
Water for Square Spouts, and circular Jets or Pipes, may be difficult 
and tedious to the Learner; I have, (to tiniſh this Chapter) ſubjoin'd 
a Table of ſuch Meaſures: And as it has been before ob'erv'd, that 
the French Ounce (conſequently all other of their Weights) are 
to the Engliſh, as 93 is to 100, ſo alſo it is obſervable, that as to 
Meaſures, the Cubick Foot French is to the Engliſh. as the Square 
of 16, which is 4096, is to the Square of 15, which is 3375; 
and that conſequently they are, in Reſpect to each other, as 79 to 
65 Thoſe who are skill'd in Algebra would do it quicker ; but to 
demonſtrate this the better and plainer, 3 

LET it in the firſt Place be requir'd to know, That if a Foot Cu- 
bick of Water French weigh 69 Pound 12 Ounces, (as by O-Zanam's 
Tables it appears to do,) how many Pound Engliſh does it weigh, 
ſuppoſe the Eugliſb Foot were of equal Dimenſion with the French ? 
Anſwer 79 Pound, Sc. | 

EXAMPLE. 


100 :: 69: 12 
93 * | 


i ol BY OCs benny . n 7 . W i 2 2 Pe OM? * _—_ , n N 
2 5 5 che” WE r ce CES 4 hx" 4 a 8 7 * n K 7 R q e —_ 1 * ” = _— 1 
CCC „ ͤũil ee eee TE on et 88 NR eb Laine ox 
8 ee fra 4 1 "Rs a r 3 PO, nth; cas ans 4 9 wk * 96— r _ 8 
— „ y , , - yy — y 4 TIT l 1 n —_— 98 „* 3 * un S * 
. CI 4 * 1 . * a FLW 8 1 * * a 1 8 — 8 A . 1 2 „ „** e * 8 1 . ** A 
9 . E 8 , — nit. dns * ID 8 q — TEINESS a _ „ * „ * = n — 


474 
69 
12 
wag : 
100 1 
YE 22 I 
93) 117600 (1264 (79 1 
246 144 
600 O 
420 
——ů— 
58 


Rejecting the Fraction, the Anſwer is 79 Pound. But as the 


Engliſh Foot is leſs than the French, and conſequently Bey” — 
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ſeſſer Number of Pounds in Proportion thereto, even as 4096 is to 
1375, lay we again, 


As 4096 is to 3375, ſo is 79 to a fourth Number. 


See the Operation: 
4096 : 3375 79 
79 


30384 
23632 


4096) 266724 (65 &5% ard 
20944 


404 


By which it appears, that the Weight in Pounds of a Cubical 
Foot French, is to the Weight in Pounds of a Cubical Foot Eugliſb, 
28 79 is to 65, or thereabouts ; and the ſame holds good in Cylin- 
drical Meaſure. 

To come to Example then: Suppoſe, with Marriotte, D/c: III. 
Rule v. Page 135. of the Tranſlation, that a Column of Water of 
twelve Foot high, and halt a Foot Square French, weighs 210 
Pounds French, how many Pounds Engliſh will twelve Foot of 
the ſame Water weigh? Now ſince the Eugliſb contains a leſs 
Number ot Inches than the French does, ſay, 


As 79 is to 65, ſo is 210 to a fourth Number unknown. 
E 65 | 


— Anſwer. 


79) 13650 (172 #4 


— — 


575 


— —— 


72 


— 


AND purſuant to this Proportion, here follows two Tables of the 


Cubical and Cylindrical Weight of Water, from one Inch bo a 
oot 
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Foot ſquare or circular, taken at every Yard in Length, from which 
may at one View be ſeen what the cubical Contents, Weight, and 
Quantity of Water is, that drives all ſorts of Mill-Wheel; and alſo 
what the Cylindrical Weight of Water is that a Mill - Wheel mu 
drive at any determinate Length or Number of Yards. 


A Table of the Cubical Contents and Weight of any ſquare Jet, 
Spout, or Pipe, Engliſh Meaſure ; as alſo the Cylindrical Weight 
of the ſame taken at every Yard in Length. 


— — 


= Weise. Dit. in Pounds. races Woge. Dit. in Pounds. 
Inch. Ounces: Parts. Lib. Oz. Parts. | Inch. Ouncez. Parts Lib. Oz. Parts. | 
I 20 86279] 1 4 86, Cc. 1 16 34933] I o 34, Ce. 
L 41 72558] 2 9 72, Cc. 13 32 49867] 2 o 49, Ce. 
2 83 55116] 5 3 55, Cc. 2 62 50440] 3 12 50, &. 
24 | 125 17674| 7 13 17, Cc. 23 | $8 35313] 6 2 35, &. 
3 187 76511] II 11 76, Cc. [3 | 147 ie 9 3 52, .. 
33250 35340] 15 10 35, Cc. 3196 37764} 12 4 37, Oc, 
4 323 70466] 10 13 70; c. 4 262 19621 16 6 19, C.. 
45 | 417 255800 26 1 15, Cc. 43 | 327 84341} 20 7 84, Cc. 
5 521 56975] 31 9 56, c.] 5, | 429 30400 25 9 80, Oc 
may. + 625 883701 39 1 88, Sc. 52 491 765571 "34 39, oc: 
6 | 749 06054, 46 13 06, Ge. 6 | 588 54782] 36 13 54, C. 
6: | 876 23718 54 12 23, Cc. 6% | 688 47207] 43 0 47, Oc 
7 [1024 17673] 64 © 1%, Tell 2 804 71027|-50 4 71, Oc, 
| 75 1168 30594] 73 © 30, Cc. 7x | 917 95481] 57 5 95, Cc} 
8 [1335 21856 83 7 21, Cc. 8 1049 10029 65 9 10, Cc. 
8: 1502 12088| 93 14 12, Cc. 8; 1180 22312] 73 12 23, Ce. 
9 1689 88529105 9 88, c. 1327 76755] 82 15 76, Cc. 
* [1877 651100116 I 65, @c.|| 9: [1475 11570] 92 3 11, c. 
10 2086 27900 130 6 27, Cc. 10 [1634 219210102 2 21, Oc, 
1012294 90690 143 6 90, Cc. 101 [1803 13685|113 15 13, Oc, 
11 2524 39759157 12 29, Cc. 11 1912 02667119 8 02, . 
1172753 88828172 1 88, Cc. 112 [2163 297930135 3 29, Oe 
12 [304 24176] 187 12 24, Cc. 12 231) 61852, 144 13 61, Oc, 


Tux Uſe of this Table is ſo plain, that I need not enlarge much 
upon it; for ſuppoſing you have 760 Yards of Square, or in this 
Place we will rather ſay, Circular Pipe of ſeven Inches and a half Di- 
ameter, it is plain that a Yard in Length of Water within * 5 
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pipe weighs fifty-ſeven Pounds, five Ounces, ninety- five Parts: This 
may be multiplied by 760 ; but becauſe thoſe odd Meaſures and Frac- 
tions will create much Trouble, I have choſe rather to multiply 
the 917 Ounces, 95481 Parts, by 750 as is ſhewn in the Example. 


Ounces Parts 
917 95481 
760 

5507728860 

642568367 

— — - Pounds Parts 

16) 69764565560 (43602 | 85347 Something morethan 
57 halt a Pound. 


CH AP, XXXV. 


Of artificial Fountains, Jets d Eau, Oc. 


GREEABLE to what has been before treated of, thoſe who 
have wrote of the Theory and Conduct of Water for Reſer- 
roirs, Fountains, Sc. have endeavoured to explain themſelves in 
about twenty Propoſitions ; which, like ſo many Maxims, ſerve for 
the Foundation of all that can be ſaid on the Riſing or Spouting of 
Water in Fountains ; and they are chicfly theſe. . | 


PRO. 
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Prov». I. That Air may be compreſſed, but not Water. 5 


PRor. II. That [Mater cannot enter into a Veſſel, but there muſt come 
forth as much Air, except the Water be ſent in by Force. 


PRor. III. From whence it follows, by the contrary Reaſon, (as de 
Caus as it,) that if a Veſſel be full of Water, it cannot be emp. 
tied, ſ as that the Air ſball not enter therein. 


Prov. IV. That there can be no Vacuum, or Space, entirely devoid 1 
of Matter (though there may . be a aiſpers'd Varnum) in the 
Ii orld. 2 


PROr. V. IF Air be preſſed into a Veſſel wherein there is Water, 3 
and that you give it Paſſage by ſome Pipe, the ſaid Water ſhall 
come forth with Violence. I 


PRO. VI. That Water weighs upon that which ſuſtaineth it according IF 
70 its Height. IF 


Prov. VII. That Irater naturally aſtends to the Level of the Place 
from whence it did deſcend. "7 


By theſe and ſome other Propoſitions it is, that the Riſe of 
Water in Syphons, Syringes, Fountains, Sc. are demonſtrated, 
which I ſhall rot here conſider ſeparately, but take a {ſhort View 
of Air, which by its Gravity, Elaſticity, and Impulſe, agitates Wa- 
ter and other Fluids; referring my Reader for his tuller Direc- 
tions in this Matter to thoſe Chapters where the Gravity, Elaſticity, 
and Impulſe of Air, are more fully handled. 

LET AB CD Fig. I. Tab. ſeq. be a Veſſel filled to the Brim 
with Water, and in it let there be placed a Curve Tube, or Sy- 
phon, E G H K, likewile full of Water, the Orihce whereof IK is 
tor that Purpoſe ſtopp'd with the Finger or otherwiſe. It now you 
remove your Finger from I K, every Body knows experimentally, I 
that the Water will run out from J K to Z, riſing up in the mean 
1] ime in that Part of the Syphon E G which is ſhorteſt, and coming 
dcwn in the longeſt H K, as long as the Water in the Veſſel con- 
tinues higher than the Mouth of the ſhorteſt Leg EF. p 

Now to know :the Force and Manner whereby this Operation 


35 brought about, ſtop the Syphon again with your Finger at 1 10 
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by which Means the Water in that, and in the Veſſel will ſtagnate. 
Suppoſe then X to be the upper Place of the Air, which preſ- 
ſes here upon the Water, and produces the horizontal Plane of the 
Water, A D, throws PQ to RS whereof LM, NO, PQ, and 
RS, are equal Parts; and thereupon, according to the preceding 
Rules, the Part LM will be preſſed with the Weight of Air gra vi- 
tating thereupon. 
SUPPOSE the Preſſure LM, to be a hundred Pounds, the Water 
Column PQ IK by 5, of ten Pounds; and that of the Air RS TV, 
being of the ſame Height, by c, of one Pound: Now fince LM, 
NO, PQ, which are equal Parts of the ſame horizontal Plane AQ, 
and all Water ; and to all which we may ſuppoſe, that a Line or 
Thread may be drawn without paſſing through a ſolid Body, or 
any other Fluid befides Water; and ſince by the Action of the Sy- 
phon, the Plane L M moves, or is preſſed downwards, that of NO 
upwards, and that of PQ again downwards; if every Thing be 
reduced to reſt by ſtopping the Orifice I K, the Powers whereby 
the ſaid Planes were preſſed upward and downwards will be equal, 
and LM being prefled downwards, by the Weight of the Air Co- 
lumn LW M, that is by 2, or a hundred Pound, N O will be preſ- 
{ed upwards and PQ downwards by the ſame. | 

Ir we now join to the Weight of this Air Column of a, or one 
hundred Pounds, which roll PQ downwards, the Water Co- 
ſuma PQ IK of 6, or ren Pounds, by which IK is likewiſe preſ- 
ſed downwards, the Force or Weight which preſſes I K, will con- 
fiſt of 4 join'd to &, or of one hundred Pounds, and ten Pounds, 
to wit, of the Air and Water Columns together. And fo, it is 
with this Force that the Water gravitates downwards to Z. If 
now the horizontal Plane paſſing through IK be extended to V, 
and TV ſuppos'd equal to I K, then will T V be preſs'd down- 
wards by the whole Column of Air I V X, that is, by RSX of a, 
or one hundred Pounds, (the ſame being equal to LMV,) and by 
RSTY of c, or one Pound, that is, of à and e, or one hundred 
Pounds, and one Pound join'd together. Now juſt ſo much Force 
is the Part I K, or rather the Air preſſing againſt I K, or the Ein- 
ger, (if we don't conſider the Thickneſs thereof preſs'd upwards,) 
:0 that here is ſeen two Powers preſſing againſt each other on I K, 
or the Separation of Air and Water operating and acting againſt 
each other; and the Fact is obvious toany one. 


E e Mar- 
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Marriotte, Part IV. Diſe. 1. of his Hydroſtaticks, tells ys. 
that che like Effects will follow from Weights put upon a Syringe. 
For Example, Let AB CD, F7. 2. Tab. ſeq. be a Syringe of three 
Inches diameter, having at its Paſſage a Bore of four Lines at E 
the Piſton is F G, which has a Plate below its Handle, to which * 
is fix d, that the Syringe may be kept upright, the Piſton being 
juſt within ; there is Water pour'd in, to fill from the Height of 
the Piſton L, as far as E; MN, OP, are two Sticks fix d to the 
Body of the Syringe, on which hang two equal Weights Q and 
R, with two Cords on each Side of the Syringe. I tay, that if 
theſe two Weights, which we may ſuppoſe to be Air, weigh rwen- 
ty Pounds, any Jet will ſpout through E, as high as by any of the 
receiv'd Laws of Hydroſtaticks it would, (if it were ſo much in- 
cumbent Air,) and would produce the ſame Effects, though it were 
in Yacww, What any additional Weight would effect, or how 
much higher they would raiſe the Water in larger Tubes, js 
fully prov*d by Marriotte in Fig. 83, 84, 85. of the aforeſa id Diſ- 
courſes, to which I refer my Reader. 

TE Obſervations made on this Head by the aforeſaid very cu- 
rious Author, have produc'd a Machine, which he calls Fons Hero. 
nic, or Hero's Fountain, deſcrib'd in his Treatiſe De Spiritalibus, 
according to the Tranſlation of Commandinus, which take as fol- 
lows. 

LET EFGH (Fig. 3. Tab. ſeg.) be « Machine full of Water, 
as far as the Line I L, a little below EF; and a Pipe MN, which 
is well ſolder'd at M and O to the two Plates EF, GH, which 
make the Top and Bottom of the Trunk, to hinder the Air from 
going into it. 1 he Trunk EG will ſerve for a Ciſtern or Re- 
ler voir. 

Ir is neceſſary, however, that there ſhould be anotlier Trunk 
equal to the firſt, as C DI K, full of Air, to which the Pipe MN 
may be ſolder d. When we pour the Water through M, it will 
go down through N. as far as K I; and being riſen up as far as 
PO, the Air contain'd in the Space QP CP, and in the Pipe XY, 
open at X, and well ſolder'd to the two Trunks, will not be able 
to go out through A, and will be condens'd by Degrees, till there 
be made an Æquilibrium between the Weight of Water in MN, 
and the Spring of the included Air. 


7 
3 


For 
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Fox Example: If the Water be raiſed to RS, the Air conta in'd 
in the Space CDS R in the Pipe XY, and in the Space EIFL, 
will be condens'd by the Weight of the Water MS, and will preſs 
the Water IH GL; then if we open the Adjutage A, whoſe Pipe 
deſcends near HG towards V, the Water will ſpout to the Height 
AZ, very near equal to the Height MS, becauſe the Air which is 
preſs d by the Height of the Water MS makes the ſame Effort 
upon the Water I G, as if the Pipe MS, (full of Water,) was 
above the Water IL; and the Water which ſhall fall from the Jet, 
paſſing through M will re-enter into the lower Trunk; and by 
this Means the Jet will laſt till all the Water, (which reach'd from 
the Extremity V, of the Pipe AV, to the Extremity Y of the Pipe 
1 XY) be gone out in ſpouting. | 

3 Ir in this Place we ſhould conſider Water, not only as to its 
= Riſe, but the Beauty it is to afford in Fountains, certain it is, that 
the Beauty of it conſiſts in that Uniformity and Tranſparency which 
it affords at the going out of the Adjutage, of which there are ſe- 
veral kinds, as being ſubject to the leaſt Friction of any yet con- 
trivꝰd; but of this more in its proper Place. 

ACCORDING to what has been before ſet down, Water will 
not riſe higher, if ſo high, as the Fountain which ſupplies it; but 
however, there are Methods whereby Water in artificial Fountains 
may be made to riſe higher than the Water in the Reſervoirs or Ciſ- 


terns which ſupply them, without any Means whatſoever, ſave 
the Gravity and Weight of Water itſeli. 


LET ABCD, Fig. 4. Tab. ſeg. be an open Ciſtern, from 

which an open Tube N R is carried downwards, through the Co- 
vering EH of another Ciſtern EF G H, ſhut fo cloſe, that no Air 
can get in, paſſing down to R, almoſt to the Bottom of the Ciſ- 
tern FG. 
From the upper Part of this loweſt Ciſtern E H, there ariſes 
a ſecond Tube ST, paſſing on almoſt as high as TD, or the 
Lid of a ſecond Ciſtern DCKI, which is likewiſe cloſed; and 
from thence there is again deriv'd a third Tube to LM Q, which 
is ſtopp'd with a Cock, which has a large Orifice at MO. More- 
over, in the Ciſtern DCKI there is a Hole at P, which can be 
open'd and ſhut by another Cock or Stopper. 


Ee 2 To 
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To ſet this Machine to work, pour in Water at the Orifice P ig: 
to the Cittern DCKL till the Tube LZ QO be full; ſhut the 
the Cock M O, continuing to pour Water in at P, till the Water 
riſes in the faid Ciſtern to the Height T V, or level with the 
Mouth of the Tube T; then ſhut the Cock P, and pour in Water 
to the Ciſtern till it rites to the Height 2 T. This is not indeed 
abſolutely neceſſary here, but is preſcrib'd, to the End that by ta- 
king the Height of the fame Water in both the upper Ciſterns, the 
Calculation may be the more ſimple, and conſequently the more 
intelligible to unexperienc'd Perſons. 5 | 
Tris being done, and every Thing at Reſt, upon the Opening 
MO you will ſee the Stream of Water riſing up to V, through 
the middle Orifice of the Plate 5, 6. or at leaſt to a conſiderable 
Height above the uppermoſt Superficies 2 T of the Water which 
is ia the Ciſtern ABCD and DCKI, and which preſſes upon 
the Stream 6 V. And in this Place it muſt be obſerv'd, that for- 
aſmuch as the Water of the upper Ciſtern A BCD deſcends into 
the lower EFGH during the Play of the Fountain, there muſt be 
a Hole in the latter, from whence the Water may be diſcharg'd; 
which being done, it muſt be ſtopp'd up again, if you play the 
Fountain in the Manner you did before; or otherwile you may 
place a little Pump at 2 through the Tube N R, down to the Bot- 
tom FG, and then pump the Water out of the lower Ciſtern 
EFGH through N, the Cock being open'd in the Ciſtern 


DCKI. | 
Wæ have already given an Account of the Fountain of Hero 


Alexandrinus, as deſcrib'd by Marriotte with ſome Improvement. 
But whereas, in that of Hero it is not poſſible to make that which 
ſpouts out to attain to a Height equal to that of the Fall; but in this, 
notwithſtanding the Height of the Machine was no more than 
three Foot and a half, the Jet roſe five Foot higher than the Water 
in the upper Ciſtern. 

LET GAFH Fig. 5. Tab. ſeq. be the uppermoſt Ciſtern, lying 
open, and having under it two ſmaller, and every where Air- 
tight Ciſterns ABCD and DCEF, each of thoſe has an Orifice 
or Hole, one at M, and the other at N, and both of them may be 
render'd alſo Air-tight, by ſtopping them with a Cock, cover'd 
with a wet Bladder, or a Cock. There are likewiſe two cloſe 
Ciſterns below S T RP and PRQO. From the Bottom AF 


of the uppermoſt Ciſtern GA FH, there paſſes a Tube KI _ 
wards 
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wards almoſt to the Bottom RT of the Ciſtern PRS T, but in 
ſuch a Manner, that the fame, or whatever it contains, has no Com- 
munication with the Ciſtern DCEF, through which it paſſes. 
And from 3 in PS, there 1s carried a Tube 3 L upwards, juſt 

elow the uppermoſt Plane DF of the Ciſtern D CE E; from the 
Bottom of which CE there deſcends again at 9 a Tube at 9 h, ter- 
minating in the other Ciſtern QO PR, very near the Bottom of it 
QR;and this ſame Ciſtern QO PR ſends again a Tube 4 Z upwards, 
which beginning at 4, is carried on to Z, exactly under the upper- 
moſt Plane AD of the Ciſtern ABCD. Laſtly, at AD there is 
a Tube Pr, cloſe ſolder d at 5, 6, which riſes to 76 only, or a 
very little higher than the Plane AD, and paſſes downwards to P, 
or nearer to the Bottom BC. 
Ox the Top. of this laſt Tube another was fix'd / 8, which at WS 
was cover d with a flat Plate, having a ſmall round Hole in the 
Middle of it, through which the Stream was to paſs, which was 
cloſed at the Joint R with the fineſt Plaiſter, ſo that it was imper- 
vious either to Water or Air. 
Now to work this Machine it is to be turn'd upſide down, fo 
that the Ciſtern G A FH be undermoſt, and having fill'd both the 
Ciſterns A BCD and DCEP with Water at the Orifices M and 
N, the ſaid Orifices are to be ſtopp'd with a Cork and Bladder, put- 
ting a Finger in the mean Time upon the Hole in the little PlateW 


8, to the End that the Water pour'd in At M, Or ſo much of It 45 
was above , might not run out. 


Ir will not be neceſſary to give an Account here, how the Wa- 
ter ſubſiding or ſinking from G A FH, through the Tube K] pref. 
ſes the Air out of the Ciſtern PRST through the Tub 3 L up- 
wards, which finding no Room any where but by preſſing down- 
wards, the Water in the Ciſtern PC E FE, - protrudes the ſaid Water 
towards the Ciſtern OQ RP, with much greater Force than that 
of its own or ſingle Gravity. At which Place the Water likewiſe 
aſcending, the Air is protruded with the fame Force from OQR P, 
through 4 Z to the Ciſtern AB CD, which cauſes the Water to 
ſpring out of the Tube 8 after this Manner, with almoſt the 
Force of both the Weights of the Water Columns XH and KI; 
and in this Manner may be deduc'd the Operations of the aforego- 
ing Fountains, Syphons, Sc. without any Calculation. Nor will 
it be difficult to any one that underſtands this aright, to cauſe a 
Stream of Water to riſe up to any given Height by a requiſite 
Multi- 
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Multiplication of Ciſterns and Tubes, the Height of the Deſcent of 
Water being likewiſe given, as may be ſeen in Bockler?s elaborate 
Treatile of Architecture and Hyaroſtaticks, which I have much 
Occaſion to conſult in this and the following Volumes. 

Bu r to finiſh this Account: The Machine we have been juſt gi- 
ving an Account of, may be improv'd in ſuch a Manner, as not 
to have Occaſion to invert it, nor yet ſtop the little Hole of the 
Column W 8, with the Finger, or any Thing elſe, by Stop Cocks 
in other proper Places, and by making the Orifices MN, above at 
AF, as is known to every Body that has any Skill in theſe and 
other kinds of Water-Works. 

Fig. 6. Tab. ſeq. is a Scheme wherein the Motion of Water in 
a Curve Tube is deſcrib'd, of which more in its proper Place. 

AND Fig. 7. Tab. ſeq. is the compleat compound Fountain of Hero's, 
as deſcrib'd by Graveſande, the Conſtruction of which is very 
plain and obvious. 


CHAP. XXXVI. 


Of the Conſtruftion and Uſe of a Cauge for Meaſuring of 
Water, and of the Diſtribution and Expence of it ta Cities, 
Towns, Gardens, &c. 


MONGS T the Works of the celebrated La Bion, I find 
a Gauge, which he appears to have taken from Marriotte, 
tor to know the Quantity of Water winch a Source furniſhes, which 
is of a Rectangular Parallelopeptdon of Braſs well ſolder'd, about 
a Foot long, eight Inches broad, and as many in Height, more or 
leſs, according to the Quantity of Water to be meaſured, having 
ſeveral round Holes very exactly drill 'd in it, at an Inch in Dia- 
meter; and others for half an Inch of Water to paſs through; and 
alſo others for a Quarter of an Inch of Water to paſs through them: 
All which ought to be drill'd, ſo as that their Centers may be of 
the ſame Height. The upper Extreams of the Inch-Holes muſt be 
within two Lines of the Top of the Gauge; and the Holes are 
ſtopped 
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topped with little Braſs ſquare Plates, adjuſted in the Grooves, 
2, and 3. There is Braſs Partition croſſing the Veſſel mark d 
h. fx d about an Inch above from the Bottom, and drill'd with ſeveral 
Holes to make the Water paſs more freely. This Partition is made 
to receive the Shock of the Water falling from the Source into the 
Gauge, and hindering it from making of Waves; ſo that it may 
the more naturally run out through the Holes; where note, that to give 
a cylinderick Inch of Water you ought to allow twelve Lines in Dia- 
meter, that giving half an Inch ought to be eight Lines one Half; and 
that giving a Quarter of an Inch ought to be exactly ſix Lines: All 
which may be found by Calculation. 

To uſe the Inſtrument, it muit be placed, fo as that its Bottom 
may be parallel to the Horizon ; and then let the Water of the 
Spring or Source run through a Pipe into the Gauge, (as by the 
Figure, ) and when it wants about a Line of the Top, open one 
of the Holes (tor Example) of an Inch : Then if the Water always 
keeps the ſame Height in the Gauge, it is manifeſt that there runs 
as much into it, as goes out of it; and fo the Spring or Source 
will furniſh an Inch of Water : But if the Water in the Gauge 
riſes, there muſt be another Hole open'd, either of an Inch, Half 
an Inch, or a Quarter of an Inch Diameter; ſo that the Water 
may keep to the ſame Height in the Gauge, that is, to a Line above 
the Holes of an Inch, and then the Number of Holes opened will 
give the Quantity of Water furniſhed by the Source or Spring. 

Tus little Veſſel receiving the Water running out of the Gauge; 

is to ſhew how much Water the Spring furniſhes in a determinate 
Space of Time ; for having a Pendulum, which {wings Seconds, 
note how many Seconds there will be in the Time that this 
Veſſel, Et under the Hole, giving an Inch of Water, is filling; 
and exactly Meaſuring the Quantity of Water it contains, you may 
know the Quantity of Water the Spring or Source furniſhes in 
an Hour. 
THERE have been ſeveral exact Experiments made upon this 
Subject, (which have been ſet down before in this Treatiſe,) from 
whence, as has been before obſerved, one Inch of Water will fill 
fourceen Pints of Paris Meaſure : But of this ſo much has been 
ſaid already that I need not repeat it. 

To meaſure the running Water of our Aquadut or River, 
which cannot be received into a Gauge, you muſt put a Ball of 
Wax upon the Water, made ſo heavy with ſome other Matter, 
as that there may be but a ſmall Part of the Ball above the Sur- 
tace of the Water, that fo the Wind can have no Power of it: 


And, 
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And, after having meaſured a Length of fifteen or twenty Foot 
of the Aquaduct, you may know by a Pendulum, in what Time the 
Ball of Wax will be carried that Diſtance; and afterwards multi. 
plying the Breadth of the Aquadu@ or River by the Height of 
the Water, and that Product, by the Space which the Ball has moy. 
ed, this laſt Product will give all the Water paſſed in the noted Time 
con the Section ot the River, (as has been elſewhere ob- 
erv d.) 

To come to Example: Suppoſe. that in an Aquaduct two Foot 
wide, and one Foot deep, a Ball of Wax moves in twenty Seconds 
thirty Foot; which will be one Foot an half in a Second : But becauſe 
the Water moves ſwifter at the Top than at the Bottom, you muſt take 
but twenty Foot, which will be one Foot in a Second: The Pro- 
duct of one Foot deep by two Foot broad, is two Foot; which 
multiplied by twenty Foot, the Length, gives forty cubick Feet, or 
forty Times thirty- five Pints French Meaſure of Water, which 
makes fourtecen hundred Pints in twenty Seconds: And if twenty 
Seconds give fourteen hundred Pints, ſixty Seconds will give 
4200 Pints, and dividing 4200 by 14, which is the Number of 
Pints an Inch of Water gives in a Minute or ſixty Seconds, the 
Quotient 300 will be the Number of Tnches, which the Water of 
the Aquaduct furniſhes. And thus much I thought proper to inſert 


in this Place, though it be a kind of Repetition of what is gone 
before. And new Ft proceed to che Manner and Method of Diſtri- 


buting of Water for the Supply of Cities, Towns, Gardens, Sc. 
SEVERAL are the Methods which I have obſerved, that Foun- 
tain-Makers, and Water-Workmen uſe in this Affair; but none are 
ſo exact as thoſe which the curious Marrztie makes uſe of. 
HiTHERTO we have treated concerning the Coming in of Wa- 
ter only; it now remains that we crear of the Expence or Going out 
of it, as it relates to the furniſhing Houſes and Gardens, which 
depend very much, it not altogether, on the Rules before going. 
ir, therefore, a Spring ſuch as is that of the Town of Chelm/- 
ford in Efex, happens to the Lot of any Gentleman, or of any 
Society of People in a City, what may not ſuch Perſon or Perſons 
do, cither as to the Supply of Buildings, Fountains, or Caſcades: 
Since by ſeveral Experiments that have been there made with great 
Care, that Spring from a five Inch Main, whoſe Content is twen- 
ty-five Inches ſquare, produces 12272 Hogſheads, 48 Gallons in 
one Day; which will be ſufficient for any large Family with their 
Gardens, Sc. or even any Town Corporate, that is not very large 
indeed; cſpecially if it is conducted into a Reſervoir, and _= 
Ute 
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buted as it is occaſionally wanted, into the ſeveral Parts of the 

Houſes and Gardens of ſuch Places. 

Ir will be impoſſible to calculate the various Uſes to which this 

water may be applied, or the Manner how, in as much as it de- 
ends on the Sizes of your Pipes, and the Jets or Sheets of Water it 

is to ſupply ; however the following Account may ſerve to give 

{me Inſight into what I am now putting down. 

SueeOSING then that you have Cocks to ſupply in the Houſe, 
two of two Inches Diameter, two of one Inch and an half, two of 
one Inch, and two of half an Inch; for one or more or theſe Sizes 
are always wanted. 

SuepOsSR alſo that you have as many Pipes to ſupply in the Gar- 
den, and that there are Caſcades of thirty Foot wide in Additon to 
it ; the great Queſtion is how big, or, in other Words, how many 
Inches Diameter muſt a Pipe of Conduct be, that is to ſupply them 
conſtantly and upon all Occaſions ; becauſe it would be a conſiderable 
Detriment to the Uſes of your Houſe, as well as B:auty of your 
Gardens, if they cannot be ſupplied all at one Time. Your Me- 
thod muſt be thus. | 

Inches Square, 


The T wo Pipes of two Inches Diameter each amounts to 8 
The two of one Inch and an Half Diameter. 4 
The two of one Inch 


2 
The two of half an Inch 1 
Now all theſe added together makes 1 
And the ſame repeated makes | 30 
To which, if you add the Width of the Caſcade 
of thirty Foot, at half an Inch Thickneſs of Wa- 8 . 
ter, which is thick enough, the Account will * 
be 
5 In all 210 


THE Square Root whereof being fourteen Inches and an Half, ſo 
much muſt the Pipe of Conduct be that is to ſupply ſuch a Demand; 
and ſo much ought a Spring to give: But as there are few Foun- 
tains, which play Day and Night ; and as there are few Offices or 
Buildings that are in continual mow of Water when there is a 500d 

Reſer- 
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Reſervoir made before-hand, where the Water is to lodge, a Sprin 
of ten Inches will ſupply them all a whole Day; and as they are 
but occaſionally uſed, ſuppoſe two whole Hours in a Day, (which is 
1 the moſt that they are,) a Spring of four Inches will be 
ufficient; but then the main Pipe which goes out of the Reſervoir 
muſt be tourteen Inches, as above. 

AGAIN it is neceſſary to come to a nearer Calculation than Or- 
dinary where the Springs are but penurious, or you are ſupply'd by 
an Engine. 

IT is certain that half an Inch Pipe is ſufficient for moſt ſmall 
Families, and for all the Offices of a Houſe, except the Brew-Houſe 
or Waſh Houſe, which ought to be at leaſt one Inch Diameter : 
when I ſay half an Inch I mean fix Lines, which gives but a Quar- 
ter of the Water which a Pipe of one Inch or twelve Lines does, 
which 1s all I think requiſite to add in this Matter; becauſe 
every Owner of a Family may by a little Obſervation know what 
Quantity of Water he ſhall want in a Day or a Week, taking one 
Time with another, better than any Calculator poſſibly can. 
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C HA P. XXXVIL 
A Deſcription rf the Thirty laſt Plates. 


LATE XXXI. This Plate is a Plan which belongs to the 
Perſpective of Plate XXXIII. whereia is ſeen not only the 
Water, but the Walk on each Side, with the Pedeſtals, which repre- 
ſent th: Cypreſs Trees, which ſee in the Perſpective, together with 
the ſquare Troughs in the Hills, out of which the ſaid Water is. 
made by Nature to ſpring out of the Hill, and is delivered after 
its Paſſage through a Canal of a Length undeterminate over the 
Caſcade, or Head of Water. 


Tu Plan was originally deſigned for a Gentleman in the Weſt, 
which might, at a reaſonable Expence, have been executed, and is 
here produc'd as a Specimen of this Kind of Work. The farther 
Particulars whereof will be inſerted in the thirty third Plate, after 
have given a ſhortAcount of the next, which relates in a very particular 
Manner to the Calculation and Expence of Water over the Heads 
of Caſcades. 


a | PLATE 
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PraATE XXXIT. The Deſcription of this thirty-ſecond Plate is 
more fully found in the Chapter aforegoing, wherein are ſeveral 
Particulars which relate to the Paſſage of Water over Caſcades, 
and Sewers of Water, which will there more plainly appear. 


PLATE XXXIII. This thirty-third Plate is an Upright and Per- 
ſpective of the thirty firſt foregoing ; for Which I am obliged to 
my ingenious Friend Monf. J. Devoto, who has made a Collec- 
tion of Drawings of this, and other Works of this Nature, in a 
Taſte very agreeable to the Rural Way; I have in this and ſeveral 
others of my Deſigns endeavoured to recommend a Deſign, which, 
Jam almoſt bold enough to ſay, equals, if not exceeds, whatever 
has been produced either by the French or Italians. 

Tux Hills from whence the Water proceeds, repreſent themſelves 
at a Diſtance, and are Referyoirs proper for the Delivery of ſuch 
Water; of which Hills there are ſome in the Weſt, as well as ma- 
ny other Parts of England very ſuitable for ſuch a Purpoſe ; of 
which the Quantic“ and other Hills in the County of Somer/er and 
Glouceſier are plain Proofs: And I muſt add that a Deſign of this 
kind muſt well have fitted the precipitate Falls of Italy, Switzer- 
land, and other Places“. + & +: | 

Tux Steps are indeed drawn a little too ſmooth, but if the 
Water was conducted over a Cataract or rough Caſcade, it would 
(in my humble Opinion) merit a Place prior to any Deſign pro- 
duced in this or any Book of Water-works. 


PLATE XXXIV. Is an Upright and Perſpective of the Caſcade 
at Buſhy Park, the real Deſign (at leaft the approved one) of 
that great Mæcenas of his Age, the late Earl of Halifax, whoſe 
true Taſte in rural and extenſive Gardening, I have long ago 
took Leave to celebrate. 21 gr! $5 
T1r1s very handſome rural Defign is ſupply'd by a Branch of 
the River Colue; which, though not affording a perpetual Current, 
yet is never wanting to give Spectators a particular Pleaſure. 

Tax Deſign is ſo well known, that I need not expatiate or 
enlarge upon it; but is, however, of ſo rude and ruſtick a Man- 
ner that it may well ſerve as a Pattern or Model to any that ſhall 
be diſpoſed to make uſe of Water-Works. 

Tree is one Thing obſervable in the Judgment of the noble 
Lord before-mentioned, and which is his not endeavouring to 
crowd much Wood about this * as the Italiaus and * 
: | F 2 Og 
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do, iniſmuch as it is in a Country where there is not ſo much 


Heat as there is in thoſe juſt mentioned ; and this Conſideration it is, 


that has very juſtly been the Occaſion of ſome moderna and very 


* uh . * . - 
great Deligners in Gardening, to make their Deſigns more open 


and freer from Cover; becauſe Water, however delightful it is, 
is apt (eſpecially if in the Shade, and not clear) to detract greatly from 
the Beauty of it. And this, in my humble Opinion, is a very great 
Objection to the otherwiſe very pretty trifling Water- Works of my 


jog deceaſed ingenious Friend, Fobn-Kyrle Ernly, at Sandy-Lane, 
HS. | | 


PLATE XXXV. The next Plate I produce, is from the Italian 
Fountains, and is called the Fountain of the Tower, ſituate in the 
Gardens of the Vatican at Rome, the Architecture of Carlo Maderuo, 
and was, as appears by the Inſcription, erected by that great 
High-Prieft Paulus V. (ad augendum Palatii Proſpectus & Hortorum 
decorem,) as that proud Gentleman on his Frontiſpiece has it. 

TE good natured Reader will be ſo favourable as to 
oblerve, that I don't produce this Draught out of any great 


Oſtentation as to its Beauty, but as it ſerves, (being of a Portico 


Conſtruction) as a Forerunner to uſher in the Draughts of ſome 
of the ſo-much-famed Water. Works of 1zaly. 


PLATE XXXVI. The thirty-ſixth Plate is a Fountain upon a 
a Flat in the Wood, in the Gardens of Belvedere at Freſcati, 
belonging to the ſo-much-famed. Family of the Aldobrandi; 
which being ſituate in Cover, and of Ruſtick Appointment can't 
(though ſmall) be an inelegant Figure in Fact. 


PlATE XXXVII. The Reader will probably wonder, that 
T have mix'd this Plan (which is purely Engliſb) amongſt the 
Perſpetives of Italy and France ; but ſo it is, that a Gentleman 
of pretended Honour, whom I ſhall not Name, gave me great 
Hopes of copying the Plans of the Water-Works of Fer ſailles; of 
which I intended to make the 3 1ſt, 32d, 34th, 35th, and 36th 
Plates, and to have let this follow them, that I might have made a 
Parallel of our Eng/jh Way of Deſign, compar'd with that of Frauce. 

Bur as that Perſon * (after. long. Promiles) deceived me, and 
thereby hinder'd the Publication of ſome of the beſt Things amongſt 
the French Water-Works, I was obliged to give thoſe Plates the 
Turn they now have. | 
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Tut upper Part of the Work may very eaſily be ſeen to be 
à Sketch of the fine Amphitheatre at Claremont, (belonging to 
his Grace the Duke of Newcaſtle) the Deſign of the very ingeni- 
ous Mr. Bridgeman; and the lower Part, where the Water Spouts 
out, is an Addition of my own, from a Work of that kind that 
| have done for the Right Honourable the Earl of Orrery, at Mar- 
fron in Somer ſetſhire. © By 

[x this Compoſition, which I humbly conceive to be the nobleſt 
of any in Europe, may be ſeen a very magnificent Taſte and 
Way of thinking, and in which I can't help obſerving, that had 
the ingenious Deſigner had more Room at Claremont, he would cer- 
tainly have made his Water much larger than that little Circular Ba- 
in, which 1s ſeen therein, and which is very much eclips'd by the pro- 
digious Grandeur of that Amphitheatre. And this I note for the 
Advantage of thoſe who have more Room for ſuch a Purpoſe: As 
for the reſt the Plan ſpeaks for itſelf. 


PrATE XXXVIII. The next Account to be given of the Plates 
placed at the End of this Book, is of ſome Deſigns of Water- Houſes, 
Grots, Sc. the firſt of which (Plate XXXVIII.) is among(t 
the Deſigns which are brought over from France, and carries with 
it the Title of Cecroprdarum Sacrilega Curioſitas, or the Sacri- 
legious Curioſity of the Cecrops, Daughters of Ops and Terra; of 
whom Ovid thus Sl 
Nam Tempore quodam | | 
Pallas Erichtbonium, prolem ſine matre creatam, 
Clauſerat Ateo texta de vimine ciſta, | 
LVirginibiiſque tribus gemino de Cecrope natis 
Hanc tegem dederat, ſua ne ſecreta viderent.. 
Abdita fronde levi denſa ſpeculabar ab ulmo, 
rd facerent : commiſſa due ſme fraude tnentur 

androſos,  atque Herſe : timidas vocat una ſorores 
Aglaurus, ' nodd/que manu diducit at mtns 
Infantemque vident, apporrectumque draconem. 


PLATE XXXIX. I ſhall not pretend to Engliſb nor enlarge 
on this Piece, but leave the Determination of the Deſign to the 
Curious Reader, and proceed to Plate XXXIX. which is taken from 
the fame Le Architect Paultre, (by Miſtake /2 Nautre on the 
Plate,) which is alſo from Ovid. Met. Lib. III. ver. 407. The De- 
ſign is of Narciſſus placed in a Nitch, who ſlighting Eccho, and 


falling 
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falling in Love with himſelf, is drawn above a Fountain with 
Water ſpouting out of the Heads of Dolphins underneath : Of 
which Ovid thus; and which containing a Kind of rural Deſcrip- 
tion, I inſert at full Length. | | 


Fons erat illimis nitidis argenteus undis, 
2 neque paſtores, neque paſte monte capellæ 
ontigerant, alitidue pecus; quem nulla volucris, 
Nec fera turbdarat, nec lapſius ab arbore ramns : 
Gramen erat circa, quod proximus humor alebat, 
Sytvaque ſole lacum paſſura tepeſtere nullo. 
Hic puer & ſtadio venandi laſſus & ſtu, 
Procubuit, faciemque loci, fontemgue ſecntns : 
Diimgue ſitim ſedare cupit, ſitis altera crevit, 
Diimgue bibit, viſe correptus imagine forme, 
Rem ſine corpore amat, corpus putat efſe quod umbra eff. 
Aaſtupet ipſe ſibi, Uultiique immotus eodem 
Fleret : ut pario formatum marmore ſignum, &c. 


PLATE XL. Is alſo another Deſign of La Paultre's, and is 
the Story of Meleager and Atalanta, Ovid. Metam. Lib. VIII. 
who 1s here repreſented with a Shaft of Arrows on her Back: 
This Deſign whether ever executed by the Architect, or no, I can't 
tell, is, I humbly ſuppoſe, amongſt the moſt curious of all he de- 
ſigned. The Architecture on each Side is regular and juſt, and 
the rude Arch in the Middle, makes it, I think, one of the beſt 
Deſigns I have or ſhall produce: 

My late good Friend 7Zohn-Kyrle Ernly, at Whettam near Sau- 
dy-Lane, Wilts, on the Road to the Bath, had a Deſiga at the 
Head of his long Caſcade much like this, Which has, in the 
Opinion of many good Judges, a very good Effect from the Bot- 
tom of it, only the Caſcade is too narrow. And this brings me 
to the chief and beſt of the French Deſigns at Yer/ailles, which 14 
for Expence or Coſtlineſs execeds all the Water- Works of Europe if 
not the whole World. | 
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PLATE XLI. This forty firſt Plate is taken out of a Collect ion 
of French Prints ſome Years ago engraved by the beſt Artiſts in 
the Gobeline Square ; and contains a View and Perſpective of 
che Fountain of the Stars, ſituated in a little Wood; in the Middle 
of — 15 five Walks meet, which makes a Kind of Saloon of Foreſt 
Work: | 
| Tar 
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Tu Border of the Fountain is in Part done round with ruſtick 
Work ; but there are between thoſe Works, (fronting the five 
Walks,) Openings over which the Water falls in the Nature of 
; Caſcade or River. The Column of Water in the Middle breaks 
out alſo through a Mole or Heap of ruſtick Stones, as do all the 
ſets which break out on each Side; and theſe Kinds of Deſigns I 
produce as the belt amongſt the Deſigns of the French, which are 
generally too regular and ſtiff, and adorned with too much Art. 


PraTE XLIIT. The forty-ſecond Plate is alſo call'd La Fontain 
4 Etoilte, or Fountain of the Star: And an Account of the Largeneſs of 
the Column of Water La Montagne M Eau, or Mountain of Water 
at Verſailles, and is on the ſame Side as the Theatre, in a little 
Wood in the Middle of five Allies, or Walks, border'd by a 
Kind of Saloon. The Water which ſpouts from this Fountain, 
is in the Shape of a great Mole, or Mountain, and falling again 
fre Ways, forms ſo many Rivers, or Rivulets, which fall from 
the Foot of the-Baſin, into Alleys at equal Diſtances ; and in the 
Middle are Rocks which caſt forth Water, very pleaſant to the 
Curious Beholder. 


PLATE XLIIM. The next Plate I produce is a Perſpective View 
of the Gallery of Water at Yer /ai/les, which being of fo great a 
Number of Jets, or Pillars of Water, all in a Row on each Side, 
ſpouting up between Statues, make no inelegant Figure, though I 
humbly conceive it is not the fineſt Figure among the Water-Works 
of Yer ſailles. n 


PLATE XLIV. Is a Perſpective View of the three Fountains 
in the Gardens of Yer /az/les, and which makes one of the fineſt 
Sights there, as well for the Diſpoſition of the Water, as the ſi- 
tuation of the Place itfelf. | 

T::1s Place is near where there was formerly an Alley of Wa- 
ter arbor”d, or bower'd over, Which the French call by the general 
Name of Burceau, and we in Enzland, Cover'd Walks; but is now 
laid open in a very elegant Manner; and as the Jets ſpout up both 
in the Middle and in each Side, (as a Deſign of my own, which 
[ ſhall by and by produce,) it can't but afford a fine View. 


Parte XLV. The forty fifth Plate is a Moraſs of Water in 
the Gardens of Yer ſailles, ſituated at the End of a Flower-Garden, 
crofling the Alley of Ceres in a little Wood; and is twelve Toiſes, 
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or ſeventy-t wo Foot long, and eight Toiſes, or forty- eight Foot 
wide. It is a Square of Water bounded with artificial Reeds, 
painted green, which all caſt out Water. At the four Corners are 


four Swans, which caſt out Water from their Bills. In the Middle 


is an Oak Tree, which caſts out great Quantities of Water from its 
Branches; and on each Side of the Walk, which ſurrounds this Mo- 
raſs of Water, there is a Cavity, or Buffet, on which are placed 
gilt Veſſels, and on each Side of them Spouts of Water, which 
in its Fall cauſes them to Glitter like Silver. 

A DEs16N of this Kind I can't but recommend to the Curious, in 
as much as there 1s more of Nature in it, than in any of the French 
Deſigns, eſpecially in the Middle of it. 

Fox this Kind of Moraſs, or Fountain, ſet about with Water. 
Weeds, ſuch as Water-Dock, Plantane, Sc. being properly diſ- 
poſed in a low wet Place, and in hot Weather, anſwers all the 
Purpoſes that a Curious Beholder (and one who makes Nature his 


Pattern,) can deſire. How well thoſe Kinds of Weeds and Flowers 


look when placed in the Middle of Water, any one may judge who 
ever ſaw that ſmall Fountain which is in the Middle of a little 
Piece of Woodwork in Trinity-College Garden, Oxford; which, 
I think, deſerves Imitation by all who make ſuch like Baſins and 
Contrivances for Water. F 914 


PLATE XLVI. The forty ſixth Plate is a Perſpective View 
of the Bafin d Amour, or Baſon of Love, more generally cal- 
led the Iſle Royal, which is in the Form of a Canal, in the 
Middle of which is an Hland ſurrounded with eighty Water 
Spouts, which playing on all Sides hinders one from approach- 
ing it without being wet. It is placed on the Left Hand 
above the Labyrinth 130 Toiſes long, and zo wide, and one Fa- 
thom deep, without reckoning thoſe Pieces which were laſt made 
at the farther Ends. But for a more particular Deſcription of this 
I refer my Reader to the Introduction to theſe Volumes, Page 8. 
theſe being the very beſt Pieces of Water amongſt the French. I 


proceed to thoſe of Italy. 


Pratt XLVII. Is a fine Fountain in the Eſtenſian Gardens 
at Tivoli in Italy, and is called the Eagle- Fountain, on Account 
of the carved Figures of thoſe Birds, which ſpout Water out of 
their Mouths. The fine Ruſtick Mole of Stone, with the Water 
daſhing or falling down on each Side, makes it very delightful not 


only in the Print, but Travellers, who have ſeen it, fay, * 
L 
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Fact allo, it is one of the beſt Pieces in the Gardens there. It is 
ſituate in the Middle of a Parterre of Flowers, and the Water plays 
at leaſt forty Foot high. | 


- 


P.aTE XLVIII. Is a Fountain under a capital Arch in the 
Palace of Segnior Maſſini, the Architecture of the Chevalier 
Carlo Fontana, where the Water ſrouts through the Head of a 
large Triton, who is accompanied by Dolphins on each Side. 

Tris Kind of Diſpoſition muſt be very ſurpriſing, inaſmuch 
as it is placed in ſo remarkable a Place as this Arch is; and I 
muſt own it is very much to be wonder'd at, that ſo auguſt 
a Delign as this is, has not met with more Imitators. 


PLATE XLIX. Is a Proſpect of the Theatre and Caſcade 
of Water, which is in the Villa Ludoviſa, in the Freſcati Gar- 
dens; and which, for the Precipitancy of its Fall, and the noble 
Elegance of its Architecture, ſeems to be ſecond to none of the 
Italian Deſigns, whether we account the Fineneſs of tlie Bullion 
or Spout of Water, which plays up in the Middle of the Rock- Work, 
over which the Water rolls: A noble Elegance of Taſte, in which 
the Italiaus abound much more than the French. 


PLATE L. Is a large Ruſtick Fountain in the Garden of 
Prince Borgheſe, without the Porta Pinciena, in the Front of the 
Gate, at the End of the Walk of Elms, and is called the Foun- 
rain of the Maſque, the Architecture of Gzaromo Antonio Venſanti. On 
this Fountain, which has an Arch under the great Maſque, (through 
which the Rows of Elms may be view*d,) is ſeen lying one of 
the Sea Gods, pouring out of Water through an. Urn, encompaſ- 
ſed about with large Moles of rude unpoliſh'd Stone, through 
and over which the Water riſes and falls in a very ſurpriſing Man- 
ner. This, as well as many other Pieces of their Water, is a 
true Specimen of the Italian Taſte, which is not made up of Gew- 
gaws and Trifles, as ſome in other Countries are. 


PLATE LI. Is another Ruſtick Fountain in the Theatre of 
the Villa Aldobrandina, in the Belvidere Gardens at Freſcati, which 
has Water-Works in the Stairs. 

I SHALL not take upon me to make any Enlargement on this 
Deſign, although its Situation, which is amongſt very large Trees, 
items to make it look very rural. | | 
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PLATE LIL Is a Fountain in the Walk in the firſt Wall, which 
leads up to the Frauciſcan Cloyſter, the Architecture of Giacomo 
della Porta, and is by ſome ſaid to be the fineſt Sight of all the 
Water-Works of the Freſcati, though I muſt own that there is no- 
thing in the View of it in the Print, that ſeems to promiſe ſo great 
a Character, the moſt that one can collect from it being chiefly an 
= of ſome fine Grotto. . 

T 15, as appears by the Inſcription, not of a very antique Erection. 
no other tha Clement VIII. one 20 ese i dg Ae each End, 
where the Riches are, there appears to be two Bathing Rooms, 
and the whole Piece being of the Ionic Order, is in all Likelihood 
no inelegant Entertainment to the curious Traveller. 


PLATE LIII. Is the Fountain of the Gallery in the Gardens of 
Belvidere, in the Palace of the Vatican, belonging to the Great 
Pontiff at Nome, the Architecture of Carlo Maderno. As for the 
farther Deſcription or Account of it, with the Judgment which is 
proper to be paſs'd on a Deſigns of this Nature, I muſt leave it to 
the Deciſion of thoſe: who have ſeen, and conſequently underſtand 
it better than I do. | 11H 911 | 


Pratt LIV. Is, I humbly | conceive, compos d of as fine a 
View to a Grove of Cypreſſes, as is to be ſeen in any of the Gar- 
dens of Italy: But what makes it the moſt remarkable, is, the two 
large Moles of Stone, on the Right and Left of the middle Walk, 
through the Middle of which, a large Stream of Water ſpouts up 
into the Air, and falls back again over the rude Stones in various 


Forms. This Imitation of Nature, ſo peculiar to the Genius of 


Italy, is ſo very remarkable, that I can't bat with great Humility 
offer it as a Specimen to the Curious in Great Britain. 

TkIs Fountain is ſituate in the Gardens of the Family 4 E/fte at 
Tivoli. trol: bas nate do ll YAM 1617 te 


/ p | 


PLATE LV. Is a Fountain; or rather Caſcade, or Theatre of 


Water, which is on the Top of the Hill near the Franci ſcan Nun- 
nery, in the Villa Aldabrandini, or Beluidere Gardens of Freſcati, 
which is convey'd to that Place by a Current of Water fix Miles in 
Length. 


high, together with two other, Arches and Maſques, appears to be 
amongſt the Number of the fineſt Water-Works of the W 
the nnen = 
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and from which a noble Lord in Hampſbire (I mean my Lord Ly- 
mington) ſeems to take the Model of one he has at Down-Hus- 
hand, near Whitchurch, in that County. 

THAT Variety, as well as Rurality of Trees, which appears in 
the Print, to be on each Side of the Caſcade, muſt needs make a 
great Addition to the Nobleneſs of this Deſign, in which the Ar- 
chitect has followed one of the beſt Copies of Nature ima- 


ginable. 


praxE LVI. Is a Fountain which on one Side appears to be 
upon the Flat in the Belvidere Gardens at Freſtati, which coming, 
out of the Side of the Hill, and ſet in rural Worles, and Rocks of 


stone, muſt have all the good Eſſects that an Italian Genius can 


roduce. 
4 TAE Branches of Water under the great Arch which is in the 
Middle, and which falls very precipitately down, together with the 
Tritons and gre: Maſques of Watet which/are on each Side, through 
which the Water runs with great Violence, ſeems much to excel all 
the Finery-and Gaiety of the Frexgh Deſigns, and the Borders of 
the Fountain beiag all of Ruſtick Work, appears to be no inconfi- 
derable Addition to the Rurality of this Deſi gn. 


Pr ATELVII. Which is call'd the Fountain of the Dove in the 
Pamphilian Palace at Rome, may (I humhly believe) be well plac'd 
amongſt the beſt Pieces of Art (as being the moſt agreeable to Na- 
ture) of any that are found amongſt the Roman Works. 

Tut Structure of the whole Fountain appears to be of rough 
unpoliſh'd Stones, chain d or crampid together with Iron, in a rude, 
ruſtick Manner; yet ſo as that ſome Footſteps of Architecture are 
plainly diſcoverable;: Of that Number is che Impoſt at the ſpringing 
or the Arches, and the geometrical Turn of the Arches. | 

I TaxXE it to be 2 great Pity that there are no more Books extant, 
and that ſo many Noblemen and Gentlemen that travel into thoſe 
Parts have brought no better Account as to the Extent and Propor- 
tion of theſe, Structures; however, this Effect I hope theſe Endea- 
vours of mine Will have, that upon a View of theſe cheap and uſe- 
ful Beauties, Rural Architecture will get Footing in theſe Kingdoms, 


as well as other Countries leſs able to perform them than we are. 


Pare LV IL. Is the Fountain of the Syb1ls, commonly call'd the 
Great Fountain, where the Statues of the Hbilt are in the Niches, 
an the Side of the Walk of the little Fountains, in the Gardens x 

MY the 
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the 4 Eſte Family at Tivoli, which in Reſpect to the Beauty and 


Juſtneſs of the Architecture, as well as the fine Sheet of Water it 
makes through a Grove of large Trees, may be juſtly plac'd amongſt 
the moſt curious Pieces of Art in the Italian Gardens. 

AND here indeed is again viſible, how great a Pity it is, that we 
| have not the exact Dimenſions ofthis and other Fountain-Works de- 
lineated and brought over for our Imitation: Buildings of this 
Kind in Stone, would be indeed ſome, (though not a very great) Ex- 
pence, but as we have Plenty of Hedge-Yews ready grown, it would 
be very eaſy to imitate ſuch a Deſign as this is, in & few Years, 


PrArE LIX. Ons of the laſt Plates I ſhall produce, and which 
Will in a very handſome manner compleat this Collection, is a View 
of the Caſcade under the Organ, in the Plan of the Gardens of 
4 Eſte at Tivoli, in which may be ſeen all that can poſſibly be de- 
ſir'd as beautiful, either in Art or Nature. 7 

I SHALL at preſent paſs by the Account that might be given as to 
the Pleaſure of having Organs play'd by Water falling down from 
ſo great a Height, that being already hinted at in the third Book of 
this Treatiſe, which relates to Hydraulicks. But whoever views 
how judiciouſly and agreeably Art and Nature are here mixt toge- 
ther, and; above all, how much of the latter is here predominant, 
muſt confeſs that this is the moſt ſarprizing of any of the Water- 
Works of Italy yet produc'd. 8 137 

Tris Caſcade, or Fall of Water, which can't be leſs than 50 Foot 
perpendicular, breaking out as it does from ſeveral Parts of the Rock, 
and daſh'd to Pieces in its Cadence, may well be a Surprize to all 
who earneſtly behold it. It is in this that the Water-Works of Italy 
ſo much exceed thoſe of France, even as much-as the rude, but maſ- 
terly Strokes of Nature, exceed the moſt delicate ones of Art. 


Pl ATE LX. ArTER I have produc'd ſo many noble Drafts and 
Deſcriptions of Water-Works, it may ſeem a very great 
Preſumption in me to offer one of my own Invention, which mult 
by that great Number of good Deſigns Which go betore, be much 
eclipſed; and all that Ican fay in Extenuation o the Plate I offer in 
the laſt place, is, that it is ſomething like the Water-Works of 1taty, 
and that if there is any thing which is valuable in it, it is in a great 
Meaſure owing to the Idea's I have form'd from thoſe Works. 
Ox of thele Kind of Caſcades I have ſometime ſince made at Sy 
'Park near Sandy-Lane Wilts,on the Left Hand ot the Road going 


to the Bath, which though done with very poor materials, yet ad- 


mits 
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mits of ſuch a Variety, as ſome good Judges who have been Abroad 
em to like, and think equal, at leaſt, to any in the French Gar- 
dens; the Falls of the Water being over Steps and rough Work of 
ditterent Kinds and different Heights, of about 30 or 40 Foot Fall. 

Tax Deſign here 23 was made (though not finiſh'd) for a 
young Nobleman of Hampſbire, ſome little Time ago deceaſed, where 
the Water indeed is not ſo plenty as it is in the Deſign mention'd in 
the laſt Paragraph; but the Fall of it is ſhorter, and, more precipitate, 
tic Dependance from the Top of theReſervoir to the Bottom being near 
coFoot,and the Turnings and Windings of the Water, with the different 
Forms of the Cataracts over which it was to fall, would have pro- 
duz'd (had it been finiſh'd) all the Variety that ſuch a Place would 
allow. Nor 1s this Kind of Work expenſive, the Workmanſhip of 
the whole rough Stone-Work not coming to above 100 /. 

AT the upper End, above the Baſon, is the Deſignofa Cave, or Grotto 
at the Foot of the Hill, where Neptune is plac*d upon his ouſy Bed, or 
Couch, and delivering Water to the Falls below, and what would 
have been very well, was, that at the Bottom of the ſaid Caſcade af- 
ter the Water had ſhew'd itſelf in this ſportive manner, it was deſign'd 


to ſupply all the Gardens and Houſe which lie below; and this Supply 


of Water was to have been from a large Reſervoir on one Side of the 
Hill, collected from Engines, Rains, Sc. 


The End of the Fourth Book. 
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C HA. XXXV. Prop. I. 
That Air may be compreſi'd, but not Water. 


gy LU, or moſt of theſe Propo- 
Fae litions, (wich many others to 
Ats the ſame Purpoſe, ) have already 
deen demonſtrated and explain- 

ed by Wallis, Boyle, and others, 
when we have been treating of the Gra- 
vity, Elaſticity, and Impulſe of the Air, 
and other Fluids: But their Truth is laid 
down by the famous De Canas, (with that 
Plainneſs, Freedom, and Facility,) in his 
ſhort, but excellent Book of zhe Theory of 
the Conduct of Water, in the firſt ſeven 
Pages of it, that I can't but produce it as 
a brief Capitulation or Compendium of 
what all the other Authors on this Subject 
have in their more volaminous Works lajd 


. down. 


To begin: Let there be two Veſſels, 
A and B, of one Form, Matter, and Big- 
neſs, Vid. Fig. 7. No 1. Plate 32. the 
which let be full of Water; it is moſt cer- 
tain, that in either of thoſe Veſlels the 
Water cannot be preſt, ſo as the one of 
thoſe Veſſels may contain the leaſt Part 
that may be more than the other: But 
when they are only full of Air, I ſay that 
the ſaid Air may be preſt, and one of thoſe 
Veſſels may contain more than the other; 
which ſhall be thus demonſtrated : Let the 
ſaid Veſſels A and B be made very cloſe 
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on all Parts, and at the Bottom of the 
Veſſel B, let there be a ſmall Hole E, to 
which the Pipe ED is faſtened, the other 
End thereof, D, is faſtened to the upper 
Part of the Veſſel C, the which is alſo 
made very cloſe on every Side, and con- 
taining about a third Part of the Veſſel B; 
and to make the Water enter therein with 
Force, it will be neceſſary to faſten the 
Pipe F near to the Bottom of the Veſſel C, 
the which muſt be made as high as may be, 
that it may give ſo much the more Vio- 
lence to the Water, which entering the 
ſmall Veſſel C, will make the Air that is 


therein, to aſcend into the Veſſel B, which 


will contain more Air than A, by the 
Quantity which was in C; and ſo the Air 
will be pfeſt in the ſaid Veſſel B; which 
may be ſeen, if you make a ſmall Hole in 
the ſaid Veſſel, by which the Air will 
come forth with Violence. But if you 
pierce the Veſſel A, there will not be the 
ſame Effect; becauſe in it the Air is not 
preſt. But it is here to be obſerved, that 
although the Air may be preſt, it is but 
only to a certain Degree, which isabout 
a third Part: And for Proof thereof, if 
the Veſſel C were as great asB, it were 
impoſſible that the ſaid Veſſel ſhould be 
filled with Water, but that the Air will 
often break forth, and that becauſe B is 
not capable to contain ſo much Air: 
Therefore let it be held that the Air may 
be preſt in a cloſe Veſſel to a certain 
Degree. There is another Way to force 

G g the 
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the Water with Violence into the ſmall 


Veſſel, by Means of a Syringe, as in 


Fig. 7. No 2. | 
Prop. II. That Water cannot enter into 
a Veſſel, but there maſt come forth as much 
Air, exceps the Water be ſent inby Force. 
To demonſtrate. this, let there be a Veſ- 
ſet, as A, Vid. Fig. 8, No 1. Plate 32. 
and let the Pipe * be faſteued in the 
Cover thereof, ſo that it may near touch 
the Bottom of the ſaid Veſſel; and let 
the ſmall Veſſel D. be faſtened to that 
End of the Pipe which is without the 
Veſſel: Then if you pour Water into 
the ſaid Veſſel A, until it comes to be 
of the Height V, which is the End of 
the Pipe, aud then the Air being ſhut in 
the Veſſel A, hinders, the Water which 
is in D, from entering into the Veſſel 
A. But it is to be noted in this Rule, 
that if the Water be forced into the Veſ- 
fel A with Violence, it may be filled to 
a third Part, or thereabouts ; and the ſaid 
Violence is cauſed, if the Pipe X be 
made very long, or if you force the Wa- 
ter in with a Syringe, as hath been ſaid, 
and as may be ſeen in Hg. 2. No 2. 


Corol. Prop. III. It follows, by the con- 


rrary Reaſon, that if a Veſſel be full of 


Water, it cannot be emptied ſo that, the 
Air ſhall not enter therein. As let the 
Veſſel or Vial D, Fig. g. Plate 32. be 
propoſed, which let be full of Water, 
and let ir be reverſed, fo as the Mouth 
or Neck may touch the Water, which 
mall be ſet under it in a Veſſel; it is 


certain, that although the Mouth of the 


faid Vial be downwards, no Water will 
run out, becauſe the Air cannot enter to 
fupply the Place of the Water that ſhould 
run out. 


Prop. IV. There can be no total. Vacuity. 
This is that which hath been ſaid before, 
the Proof whereof, may be gathered from 
the foregoing Corollary, and divers other 
Examples, whereof here is one: If you 
have, Vid. Fig. 10. Plate 32. a Copper Pipe 


B, whereof the End C is in the Water, 


and let the other End D be open, to the 
End that the Peſtle A may be put there- 
in, Which will be like to thoſe which 
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are uſed for Pumps and Forcers of Wa- 
ter; and that the {aid End A, be well en- 


vironed with Leather, to the End, that 


putting Water in E, it may not run 


through to B; then if A be raiſed to the 
Point B, the Water X, which is level 
with the Point C, will aſcend to B, to 
ſupply ſo much Place as is between A 
and F; fo the Water aſcends higher than 
the Level, that there ſhould be no void 
Place left in B. 


Props V. If the Air be preſt in a Pe 
ſel 4 4 Bl there 1s W, 9 25 that * 
give it Paſſage by ſome Pipe, the ſaid 
Water will come forth with Violence. If 
the Air be preſt in the Veſſel X, Vid. 
n 1. 2, Plate 32. (let it be by 

eans of a Syringe, or by a Pipe, as 
hath been ſaid before,) it is certain that 
then, when the Water hath paſſage, it 
comes with a great deal more Force 
than if it came forth from an open Veſ- 
ſel, as B. 


Prop. VI. If the Water deſcends with 
Violence into two equal Veſſels, there will 
enter more Water into that Veſſel where 
the Mater deſcends from the higheſt Place, 
and the Air will be more preſt therein; and 
there ſhall be the ſame Rate or Proportion 
between the " of Water contained 
in thoſe Veſſels, as there is between the 
Heights from whence the Water hath de- 


ſcended. Let there be two Veſſels, B 


and C. Vid. Fig. 1 2. No 1. & 2. Plate 32. 
to which the Water deſcends with Vio- 
lence by the Pipes M and N, the longeſt 
of which is N, from whence it follows 
that there enters more Water in the Veſ- 
ſel C, than in B; and there is the ſame 
Rate of the Water D to the Water O, 
as. there is of the Length of the Pipe N 
to the Length of the Pipe M. And it 
alſo follows from hence, that in the Veſ- 
ſel C, where there is more Water, the 
Air will be more preſt than in B; and 
the Effects thereof may be ſeen by the 
ſmall Pipes P and X, of the which two, 
P caſts the Water higheſt; becauſe tho 
Air is more preſt in the Veſſel C, than in 
the Veſſel B. In the ſame Manner as be- 
fore, we may proportion the Air of the 
two Veſſels to the Heights of the Water 


ſpringing, 


/ 


ſpringing forth by the ſmall Pipes P and 
X, the which ought to be equal. | 


Prop. VII. All heavy Things whatſoever, 
weigh more in the Air than in the Water. 
Although every win Mo hath always 
in it ſelf its proper Weight, yet never- 
theleſs they are alſo conſidered diverſly, 
according to the Place Where they are 
placed; as it is certain that Wood weighs 
nothing in the Water, becauſe it doth not 
deſcend towards the Center of the Earth, 
which is proper to all heavy Things; 
but if it be in the Air, it falls towards 
its Center with Weight; wherefore we 
may ſay that it weighs more in the Air 
than in the Water: And ſo we may fay 
of all Bodies, although they are heavier 
than the Water; for although they fall to- 
wards their Center of Gravity in the Wa- 
ter, yet it is not with ſuch Swiftneſs. It 
is not neceſſary to ſhew here by what 
Quantity the ſaid Heavineſs is more weigh- 
ty in the Air, than in the Water ; ſending 
the Curious to the Books of Archimedes 
concerning Things falling in the Water; 
where it is demonſtrated, that heavy 
Things weigh more in the Air than in the 
Water, by the Quantity of Water which 
is equal to them. "* | mY 


Corol. It is here t be obſerved, that 
Waters are of divers Weights; and they ſay, 
that on the Territories of Cara in Spain, 
there be two Fountains, in the one of which, 
divers Things being put, fiukto the Bottom, 
which being put in the other, float at Top. 


T hey report the ſame Thing of the Lake of 


Sodom, and of the Fountain of Arethuſa. 
The which Effet comes to paſs, by reaſon 
of the Weight of the Water ; Aud from hence 
we may infer, that one aud the ſame Thing 
weighs more in lighter Water, than in hea- 
dier Water, | 


Prop. VIII. Vater weighs upon that 
which ſuſlaineth it, according to its Height. 
I have given this Example, becauſe divers 
have deceived themſelves upon this Sub- 
ject, who have thought to raiſe Water, not 
conſidering the Weight, when it comes to 
be raiſed very high. That which is then 
to be underſtood by this Propofition, is, 
that the Sucker, Vid. Fig. 13. No I. Plate 32. 
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being at the End of the Pipe M, to ſuſtain 
the Water which is within the ſaid Pipe, 

that the Water weighs upon ir according 

as the Height thereof thall be in the Pipe. 

As let us ſuppoſe that the Water be in the 

Pipe as high as D, and that it weighs 20 

Pounds, it we fill the faid Pipe to E, 

which is as much again, it will weigh. 
40 Pounds; and if we double it again, 
it will weigh 80 Pounds: And accor- 
ding to the greater or leſſer Height of 
the Water within the Pipe M, the Sucker 
C will be harder or eafier to lift up, which 

is that which ought to be conſider d, when 
the Water is to be raiſed very high, to the 
Intent to proportion the Thicknefs of the 
Pipes to their Height, ſo as the Water that 
is in them may not be too heavy for the 
moving Force. It is alſo to be obſerv'd, 
that in Ciſterns the Force of the Water 
ought not to be taken from the Bottoms 
where the Pipe is ſoldered, but from the 
Superficies of the Water which is in them, 
as may be ſeen in the Ciſterns A and B, 
No 2. & 3. wherein the Water that is in 
Bhath more Force, becauſe it is higher than 
A, although the Pipes are of equa] Thick- 
neſſes and Lengths. But of this much has 
been ſaid already. 


Prop. IX. The Mater naturally aſcends 
near to the Level of the Place from whence 
it did deſcend. This Propoſition is very 
intelligible, and is as much as to ſay,. that 
if there be a Spring, as B, the Water 
whereof enters into the Receiver C, and 
if there be a Pipe, as D, deſcending right 
down, or obliquely, the Water will af- 
cend therein to E, which is the Level or 
Height above the Veſſel C: And if the ſaid 
Veſlel be not full but to the Point F, the 
Water will not aſcend through the Pipe 
D, but to the Point G, the Level of the 
ſaid Point F; and although the Pipe co- 
ming from the Veſſel C, be not drawn ſo 
bigh, if the End of the Pipe through which 
the Water paſſeth be ſmall and the Pipe 
great, it ſhall aſcend to its Level; but ac- 
cording as the Ends of 4. Pipes through 
which the ſaid Water paſſeth are greater, ſo 
the Water is deficient in its Height. This 
may be ſeen in'the Figure, by the ſmall 
Pipes XZ P. 

This 
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This Propoſition has been already de- 
monſtrated by Marriotte, Vid. Fig, 6. No 3. 
of this 32d Plate, but this Demonſtration 
of De Caui's being ſo very plain and ea- 
ſy, I thought I could not do better than to 
inſert it in its proper Courſe. 


Prop. X. Of the Syphon or Crooked Pipe 
by which the Water is drawn forth. | his 
Pipe is in Uſe in divers Places, and hath 
been treated of by Hero of Alexandria. 
But it muſt not be here omitted, becauſe 
it fallcth ſeveral Times in Uſe tor our Sub- 
je, and alſo to underſtand the Rea ſon 
thereof. This Pipe, then, is called by ſe- 
veral, a Syphon, and hath that End which 
is without the Veſſel, longer than the o- 
ther; and if the Air be drawn forth which 
is within the ſaid Pipe, when it begins to 
run it will not ceaſe till it has emptied the 
Veſſel as high as the other End; and that 
which in Effect may ſeem ſtrange, of the 
ſaid Syphon, is, that the Water riſeth 
higher than the Top of the Veſſel by the 
faid Pipe, the Reaſon whereof may be 
given thus: Let the Veſſel be B, id. Fig. 
15. Plate 32, and the Syphon C VX. and 
let the Top thereof be V, and the End 
V longer than VC; then when the Air 
which is in it is drawn forth. by the End 
M, the Water of the Veſlel B enters 
therein to fill the Place. Now it bein 
full, the Water contained from V to Xx 
being more heavy than that from V to C, 
makes it run towards M; and as that Wa- 
ter cannot run out of the Pipe, unleſs there 
enter ſomething therein to fill the Place, 
and the Air cannot enter the Water by an 
Place of the Veſſel B, the Water will al- 
cend till it comes to empty it ſelf to the 
Height of C, and then the Air entering 
therein, the Courſe of the Water will 
ceaſe. | FLY 


Prop. XI. Of another Kind of Syphon, 
and how the Air may be drawn forth by the 
Means of another Veſjel. There may be 
made divers Kinds of Syphons ; but be- 
hold here one which ſeems to be moft 
different, which nevertheleſs depends up- 
on the ſame Reaſon with the former. Let 
the Veſſel be B, Vid. Fig. 16. No 1. Plate 
32, and let the Pipe D C he ſoldered to 
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the Bottom paſſing through it: 1 

one End of the Þ? e AXZ Fa, r 
it, ſo as the End X may be cloſed and 
ſoldered ſo as the Water may not enter 
but by A Z, but AZ muſt not touch the 
Bottom: Therefore the Pipe AX Z muſt 
be faſtened to the Pipe D by two ſmall 
Tennons, M and N, and it muſt be ob- 
ſerved, that the ſaid Pipe AXZ ought 
to be made of ſuch a Thickneſs that the 
Water contained between it and the Pipe 
D, may be equal to the Water which is 
in D; which being done, the Water may 
be drawn forth by D, and perform the 
ſame Effect as the former. But if either 
the one or the other of thoſe Syphons 
contains ſo much Air that it cannot be 
drawn forth by Aſpiration, there muſt be 
made a Veſſel, as P, very cloſe, and ſol- 
dered on all Parts, and it ſhould have one 


End F to join with D, which Veſſel, nll 


with Water, and join F and D together, 


without taking Air; then if you turn the 


Cock R, Vid. Fig. 16. No 3. the Water that 
runs forth from the Veſſel P, will draw 


the Air of the Syphon, and make it run. 


o 


Prop. XII. The Water runs equally by 


the Mearns of a Syphon, if the End by which 


the Water of the ſaid Syphon aſcends, doth 
only touch the Snperficies of the Water of the 
Veſſel. Becauſe that in the foregoing 
Pipes, the Water runs not equally, being 
ſlower at the Eud than at the Beginning, 
it ſhall be ſhewn, in this Example, how 


it may run equally, that is, if to the End 


A of the Pipe A C, Vid. Hg. 12. No x. 
Plate 32. a ſmall Veſſel of any Matter 


be put, let it he hat it will, ſo that it may 
float upon. the Water, and the End A of 
the Pipe A C be put through the ſame, ſo 
as the End may touch the Superficies of 
the Water, . it / is certain, that the End C 


will run equally; whichis not ſoin other 
Syphons, Which run always ſwitter at the 
Begianing than at the End, 


It will not in this Place, I humbly ſup- 
ofe, be improper to take Notice of an 
nquiry that I have often heard made by 
ſome ingenious - Gentlemen, which is, 


Why Water will not always riſe and 


run by the Gravitation of the Atmoſphere, 


ſo as. that it may be tranſported from 


Olle. 
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one Valley to another, as ſome Books 
of ESO and the general Notion 
of the Atmoſphere gravitating On every 
Thing below it, would make one believe. 


In Anſwer to this, and to explain what 
I am about to deliver on this Head, it 
muſt be obſerv'd, that Air is of ſo inſi- 
nuating a Quality, that it will find its 
Way into, and deſtroy the Action of Gra- 
vitation of the Atmoſphere; by an Equi- 
librium, that for want of a repeated Suc- 
tion iu the aſcending Pipe or Pipes, it 
would otherwiſe indeed be in a conti- 
nued Motion, and would with great Eaſe 


and Certainty convey the Water from 
one Valley to another. el 


To. come to Example, (Vid. Hg. 18. 
Plate 32.) let A be the Valley from which 
the Water is to be tranſported. through 
the higheſt Part of the Syphon B, and to 
run out at D into the oppoſite Valley. 
If (ſay theſe ingenious Enquirers) it ſhould 
be true that the Atmoſphere will raiſe 
Water 33 or 34 Feet, the Height of the 
Hill E, by B, into the Valley D, or low- 
erl, why if once exhadſted of the im- 
peding Air, and ſet to work, witſyvrthis 
Syphon performthis Operation, this Traut 
portation of the Water in an uninterrup- 
ted Manner? To this ſay thoſe that axe 
experienc'd, that all or moſt Syphons, 
Springs, and Pumps, run pe gh twitter 
at the Beginning, than at the End; for 
Air being claſtick, and ſo confin'd to no 
Regularity, will be always inſinuating it 
ſelf at D, and taking its Courſe through 
the Pipe by B, and more” Air inſinuating it 
ſelf through the Mole or Maſs of Earth, 
and crowded into all the Pores and Inter- 
ſtices it can meet with, impedes aud de- 
ſtroys the Aſcent of the Water, till by the 
Repetition of the Strokes by a Man or o- 
ther Movement, plac'd ſomewhere: about 
C, there is a new Suction of the intruding 
Air perform'd in the Pipe AC, which lo- 
ſing its Force by that interiot Exſuction, 
the exterior Air gravitating, as has been be- 
fore deſctib'd, on the Surfaces and Bowels of 
he Hill at or about A, riſes the Water over 
at B, as is before deſerib'd. rs 


We ſee even in ſmall Syphons, as 
Cranes, with which Wine is decanted,. 
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that the Inſinuation- of the Air is ſuch, 
that Wine will not always keep on its re- 
gular Aſcent, without the Butler puts his 
Mouth ſometimes to it, to give it a new 
Suction; much leſs can it be expected that 
a Syphon or Crane 33 or 34 Foot high,” 


and which is liable to be ſtopt by the leaſt 


Interpoſition of the Air, ſhould continue. 


its Action without a-continual Exfuctiour - 


and Attendance. And this we know holds 
good in Pumps, Sytinges, Sc. which. 
otherwiſe would be uſeleſs Engines; but 
if good, are call'd, Atmoſphere Pumps. 


CHAP, XXXVI. Amon ſt the Works of 
the celebrated La Bion, 1. find a Gange, 


&c. This Gauge is deſcrib'd Fg. 22. 


Plate 32. and, .as Monſieur Marriutte has 


it, p. 190. Of e Edition, may be- 
umber of Inches. 


eaſily calculated the N 
which the River Seine gives: For ſince. 


there paſſes under the Red en one. 
5 Cut Water, if 
we multiply 35, which is the Number of 


Minute 200, 00 Cubic Feet of 


Pints which a Cube of one Foot contains, 


by 200, 00, we ſhall have 7,000,000 Pints; i 
which being divide&by 14, give 500,000, 


Which. is the Number of Inches which the 


Feine gives, when it is at a mode- 


VET, v6 
rate Height. 


Ik we have a Mind to calculate what 


Quantity of Water goes through large. 


Paſlages, as through a ſquare Fathom, it 
is neceſſary to conſider the Height of the 
Surface of the Water, above the Middle 


of the upper Part of this ſquare Hole, 


through. which the Water is ſuppoſed to. 


run. Let it be, for Example, 5 Feet, there 


w1ll be then 8 Feet from the Top of the 


Water to the Middle of the ſquare Fa- 


thom. The Product of 8 by 13 is 104, 
whoſe Square Root is very near 10 and 4 


29% 


as 13 is tO 1035, ſo is 14 tort nearly: And 


becauſe a round Inch is 16 Times greater 
than a round Hole of 3 Lines, an Inch 


with 8. Foot of Water above it, will give: 
16 Times. 11 Pints, or 176 Pints; which: 
being divided by 14, give 12. Inches + for 
an Inch Diameter of the Hole. A round 


Hole of one Foot Diameter, gives an 144: 


Times more; the Product of 12+ by 144, 


is 1810; the round or cylindric Foot then. 


will give 18 10 Inches. The round Toiſe 


Contains WT ® 
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contains 36 Times a Cylinder of 1 Foot: 
The Product of 36 by 1810, is 65160; as 
11 is to 14, ſo is 65160 to 82930. Then 
a Paſſage of a ſquare Fathom having 5 
4 eet of Water above it, will give 82930 
Inches. 


From thence we ſhall find, that if the 
River Seine were ſtopt, when it is ſwell'd 
a little above its uſua! Greatneſs, and was 
rais'd 8 Feet above a ſquare Hole, 10 Foot 
high, and 18 Foot wide, it would go all 
out through ſuch a Hole: For there would 
be a Diſtance of 13 Feet from the Surface 
of the Water which was ſtopt, to the 
Center of the Circle, which would have 
10 Feet Diameter; and it would give 
through an Hole of 3 Lines Diameter, an 
Inch of Water: Through one of an Inch 
Diameter, it would give 16 Inches; thro? 
one of a Foot, 144 Limes 16 Inches, 
which makes 2304 Inches: And multi- 
plying this Number by 100, the Square of 
10 Feet, which is the Breadth of the 
Hole, we ſhould have 230400; and accor- 


ding to the Proportion of the Circle tothe 


-circumſcrib'd Square, which is of 11 to 
14, we ſhould find very near 293236 
ſquare Inches; and adding to it 8 Feet in 
Length, we ſhould have more than 500009 
Inches; which is what the River Seine 
gives at a moderate Height, as has been 
1aid before; and conſequently it would all 
go out through a ſquare Hole, which ſhould 
have 18 Feet in Length, and 10 Feet in 
Height. 


If Water runs through an Aquedudt, or 
through the Channel of a River, in agen- 
tle uniform Declivity, it will acquire in a 
moderate Space a Velocity, which will in- 
create no more: For the Friction of the 
Banks, and the Bottom of the Channel, 
and the Parts of the Water being turn'd 
over one another, and the Reſiſtance of the 
Air to the little Waves which are in the 
Surface, cauſe it to loſe a Parr of its Ve- 
locity; and conſequently it cannot acce- 
crate its Motion, but to a certain Velo- 
city which it acquires in a little Time. 
From whence it follows, that if a River 
has run threugh a pretty long Space in a 
certain Inclination, and that it runs after- 
wards in a leſs ſteep Inclination, that is to 


fay, along a Plane leſs inclin'd, it will di. 
miniſh its Velocity: For fince it will have 
acquir'd in the firſt Inclination all the Ve- 
locity Which it can have by it, and could 
not have been able to acquire by a leſs: 


it follows, that its Velocity will leſſen by 


Degrees in that Inclination which is leſs, 
till it be reduc'd to that Velocity only, 


which it can acquire by this gentler Decli- 
vity. | 


Thus far Marriotte. And from theſe 
Rules it is, that. an ingenious anonymous 
Author of our own Country, in his Ac- 
count of Meteorology, calculates the 
Quantity of Water which runs through 
K ing ſton Bridge. 


But that the meaſuring of Jets or Caden- 
ces of Water may be brought and apply'd 
to Eugliſs Practice, it is neceſſary to look 
back on Chap. XXXIV. p. 38r. towards 
the Bottom; where we ſhall find, that tho? 
a circular Hole of a Feuch Inch, (i. e. 1 A. 
Enugliſh,) give 72 Paris Muids or Barrels 
in 24 Hours, yet as the Paris Muid is not 
equal to our Eng liſß Hogſhead, though by 
ſome conſiderable Authors it is ſuppos'd 
to be, the ſame Inch of Water will give 
but about 55 Hogſheads and a Half inthe 
ſame Time. | 


Again; when we calculate the Water 
which comes over the Head of a Caſcade, 
or through a ſquare Pipe or Trough, there 
is likewiſe ſome Difference, at leaſt as 11 
is to 14; from whence I lay it down as 
a general Rule, that though a circular 
Hole of 1 Inch Diameter give but 55 
Hogſheads 2, yet a ſquare Trough or Pipe 
of an Inch will give 70 Hogſheads &, 
which is ſomething more than Half a One. 


Let there then be aBay or Cafcade of Wa- 
ter of 20 Foot wide, which is 240 Inches, 
and that the Water is regulated exactly to 
run or tumble over the ſaid Bay or Caſcade 
half an Inch thick, which is 120 Inches 
Square of Water, that Caſcade will take 
(according to the foregoing Calculation) 
11475 Hogſheads to lupply it a whole 
Day, though where Water is brought by 
an Engine, or the Supply of the Spring be 

penurious, 
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penurious, the Playing of that Caſcade 6 
Hours, will be ſufficient, 


To regulate and make the Expence of 
Water that is to tumble over a Caſcade 
very certain, and which is of great Ule 
where the Water comes in a penurious 
Manner, the Right Honourable the Lord 
Middleton, at Middleton in Wirwickſhire, 
has made a Contrivance which I think pro- 
per to mention in this Place, becauſe] ne- 
ver ſaw it in a Book, or elſewhere put in- 
to Practice, but there, and which will be 
ſufficiently explain'd in Fig. 19. Plate 32. 
to this Chapter annex'd. 


A repreſents the Canal from whence 
the Water comes, B the Head or Bay, 
made of Stone, and C CCC the Steps over 
which the Water falls: Now in the Head 
B there are ſeen 4 Holes, of what Dia- 
meter you pleaſe, into which Plugs are to 
be put, to keep the Caſcade from running 
at all when the Water is ſcarce, or you 
have not a Mind to play it. ' 


At the Bottom of the Head B there are 
Pipes which go under it, and communi- 
cating withthe. Canal A, are ready to ſpoute 
up their Water when thoſe Plugs are ta- 
ken away, but yet ſo as that it. will not 
raiſe it higher than its own Level at A, but 
yet it will come out very quick, and the 
Caſcade will abound with a greater or leſ- 
ſer Quantity of Water in Proportion to 
the Number of Pipes you open, or the 
Plugs you take away; ſometimes, perhaps, 
the Water will be plenty enough to let 
you open one, ſometimes two, ſometimes 
three, and ſometimes all tour of the Holes, 


I ſhould before have noted, that the Wa- 
ter of the Canal A, is kept up to a con- 
ſtant Gage, by a thin Stone Work, or 
Valve of Wood at aaaa. Now at Hamp- 
zou Court, and other Places, that Barricado 
js a Valve of thick Board, which is made 
to turn down when the Water plays; but 
then all the whole Water which is in the 
Canal, muſt of Neceſſity run off in a lit- 
tle Time, as low as the Bottom of the 
Valve; and if there be not a freſh Supply 
behind, its Action mult ſoon ceaſe ; where- 
43. n this Invention. you can let on either 
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more or leſs Water, as you ſee Occafſon;. 


and as your Supply will beſt allow. K 


murmuring or dropping of Water over 
ſuch a Head, is amuſing enough, but + of 
an Inch Thickneſs is generally ſufficient,” 


and 4 an Inch thick of Water, the molt : 


that need be allowed to any, even the lar- 


geſt Caſcades 8 For 1 have obſerv'd, eſ- 2 
pecially where your Water is foul, that 
the Thickneſs of your Water rowling o- 


ver a Caſcade, is rather a Blemiſh, than a 


Beauty to it. Nate, The Head of the 
Caſcade. ought to be at leaſt 6 or 8 Foot 
thick, and made battering inwards, for e- 


very Foot high it ought to be at leaſt a 


Foot thick at Bottom, to diſcharge the grear. 
Weight which mult neceſſarily be laid againſt 


it, 


Note ult. 4 farther Accannt of the Diſ- - 
tribution of Water from Pipes of Conduct, 


into ſmaller Pipes, for the Supply of Towns 


aud. Gardens, by Jets, &c. Lhe Diameter, 


Thickneſs, and Proportion, of Pipes of 
Conduct, Adjutages, c. having been- 
fully handled in p. 126. of this 
Treatiſe, there will be little or no Occa- 


ſion for me either ro capitulate or enlarge 


upon it in this Place. But the particular 


Method of diſtributing of Water for the 
Supply of Cities and Towns, and divers 
Parts of à Garden, with ſome particular 
Directions for keeping Pipes of Conduct, 
and Adjutages, clean, and from ſtopping 
up, and for the helping, if not the entire 


Prevention of that Friction and Interpo- 
ſition of Air which is the too natural 
Conſequence of all Pipes that Water 
comes through, yet remains as neceſſary 
to be enlarg'd upon. 


To know how to manage this Diſtri- 


bution. well, let AB, Hg. 21. be the Height 
of a Veſſel which is to ſerve for a Gauge, 


and CD the Height of the Water, you« 
muſt place the ſquare Holes about tu o- 
Lines below the Surface CD, in an hori- 
zontal right Line E N. Now if this 


Gauge be divided into ſeveral Squares of 


an Inch every Way, as EF PH, c. they 


will give more than an Inch;. for if the 
circular Holes give 14 Pints in a Minute, 
the ſquare ones will give a Quantity that 


will be to 14, as 14. to 11; which Pro 
portion 
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portion of 14 to 11, is pretty near that of 
a Square to a Circle of the ſame Dia- 
meter: If then a round Inch pives 14 
Pints in a Minute, a ſquare Inch will give 
almoſt 18 Pints; for 11 is to 14, as 14 to 
178; therefore you muſt divide EF into 
1.4 equal Parts; and if ER contain 11 of 
thoſe Parts, the long Square ERSH will 
be very near equal to a circular Inch, 
and it will give an Inch, that is to ſay, 14 
Pints in a Minute, if the Water in the 
Gauge Veſſel continues at the Height CD. 
Youu may make ſeveral Holes regularly 
following each other, equal ro ERSH, 
under the ' ſame Line EN, as RLT'S, 
LMUT, S. and if you would give 


Half an Inch, you mult divide one of theſe 


long Squares, as OQIG, by a middle 
Line X Y, and each Half will give Half 
an Inch, that is to ſay, 7 Pints in a Minute, 
and all the other Divifions the ſame, if 
you take the Third, as IK Z Q, or the 
Fourth, c. There will be this further 
Advantage, that if the Water that ſupplies 
the Pipes diminiſhes, and paſſing through 
them, fills only a Third, or the Half, or 
two Thirds of the Height of the Holes in 
\the Gavge, every Perſon will loſe in Pro- 
portion, which cannot be when the Holes 
are round; and if there be a little more 
Friction in the little Holes than in the 
great ones, the Water ſupplying the Ex- 
pence through a narrow Paſſage better than 
a wide one, will compenſate that Defect. 
If you would give 3 or 4 Inches, you 
muſt take 3 or 4 entire Holes, each equal 
to ERSH, as LIT UM; but you muſt 
make a li:tle Separation, and have ſome 
Diſtance bet wixt the Holes, when you give 
bat an Inch to each Perſon ; for their Wa- 
ters would be confounded together, if 
there were but 2 or 3 Lines betwixt them ; 
the Entrance into each Pipe muſt be wide 
enough to receive the Water of each Divi- 


ſion. 


You may diſtribute a Spring to ſeveral 
Perſons in a Town, in this Manner: 


Suppoſe that the Spring gives 40 Inches of 
Water in the Summer, and 50 Inches in 
the Winter, and FF at other Times; you 
muſt make ſeveral Reſervatories, as FG 


HI, Fg, 21. where the Water may dif- 


charge ic ſelf. 


In the firſt, which muſt be the or 

you muſt let the Water riſe to a erer 
nate fo 2 as AB, where there muſt he a 
Paſſage for the Water to run further on 
and Holes for the firſt Diſtribution as ar 
CDE, a Foot below AB: Theſe Holes 
may be wide enough, taken together, to 
let 20 Inches paſs through, and the 25 re- 
maining Inches will — above AB. It is 
evident, that when the Water is ſtrongeſt 
the Elevation of the running Water will 
be great er above AB; and when the Wa- 
ter is weaker, that Elevation will be leſs: 
but not above an Inch, at moſt: So that 
when the Water that goes into the Reſer- 
vatory is 50 Inches, 20 and a half of them 
will go through the three Holes, and only 
about 19 and a half will paſs through them 
when the Water gives but 40 Inches. We 
will do the ſame in Reſpeck of the Water 
that paſſes above AB and that that paſſes 
through the Holes; and make little Reſer- 
vatories in other Parts of the Town, where 
we may diſtribute to particular Perſons the 
25 Inches, and the 20 Inches; always ob- 
ſerving to make the Holes 12 Inches, or 
at leaſt ro Inches below AB. At laſt, it 
wilt happen, that during the great Plenty 
of Water, there will remain 5 or 6 Inches 
of Water, which may be given to the Pub- 
lick, in ſome unfrequented Place, for par- 
ticular Uſes; and this Water will remain 
only during the great Plenty of Water; 
which may be obſerv'd alſo in the other 
Conduits, as CDE: For there will be al- 
ways ſome Remainder for the Service of 
the Town, either for Fiſh-Ponds, or other 
Receptacles for Water, that are kepta long 
Time without any Addition of freſh Wa- 
ter, and which may be ſupply*'d from Time 
to Time; the reft will be equally diſtri- 
buted at the Rate of 45 Inches, only they 
will have ſometimes a little leſs, ſometimes 
alittle more. 


Frontinus, a Roman Author, has diſcour- 
ſed of theſe Conducts of Water after ano- 
ther Manner. What we call an Inch, he 
calls Quinaria: but his Quinaria was a 
little lets : His Manner ot applying * 7 


he calls Calix, at the Bottom of which, 
there was a little Pipe of the Bigneſs of his 
Quinaria, does not ſeem to be juſt; and 
it would be better to conduct 10 Inches to 
ſome Part of the Town, if the Perſons in 
that Part want only 10 Inches, and to diſ- 
charge them into a long Reſervatory, where 
ſuch a Gauge as I have mention'd may be 
apply'd, that ſhall give an Inch, or Half an 
Inch, according to what is got; and when 
there are Perſons that would have only a 
Line, which is the 144th Part of an Inch, 
or 2 Lines, which is the 72d Part of an 
Inch, then you muſt make the Gauge dit- 
ferent from that before-mention'd. There 
muſt be made a little Reſervatory apart, 
wherein the Water muſt run ſo as to lie 
always 5 Lines above the Holes; and ha- 
ving made a ſquare Hole, whoſe Side is 
Lines, take away g of its Breadth, lea- 
ving the whole Height of 4 Lines, which 
will give the 9th Part of an Inch, that is 

16 Lines. Half that Breadth will give 8 
Lines, and a Quarter of it 4 Lines; or 
elſe you may make the Water to lie 64 
Lines abovea Holeof a Line ſquare, from 


the Breadth of which you muſt take , 


to have the exact Contents of a round 


Line, which will exactly give 4, ef 14 
Pints in a Minute, and 144 Pints in 24 
Hours, of ſuch Pints as are the 36th Part 


of a Cubic Foot, If you double the 
Breadth, you will have 2 Lines, which 
will give a Muid or Hogſhead in 24 Hours, 
or 12 Pints in an Hour, and 3 Pints in a 


Quarter of an Hour; and to be ſure that 


ſuch an Opening gives neither more nor 
leſs than two Lines, you muſt count the 
Time in whichthe Water running through 
it will fill a Quartern; if it does it in 55 
Seconds, the Quantity expended is exact. 
You muſt let this Quantity of Water run 
in Pipes of an Inch Bore at leaſt ; for they 
might be ſtopp'd up in Time, if they were 
leſs; and every 10 Years Care muſt be ta- 
ken that the Gauge-Holes do not fill with 
a a ſtony Subſtance, which fixes to the Edges 
of the Holes; which, in ſuch Caſe, muſt 


be made a-new. 


When Marriotte tells us that Conduct 
Pipes are not large enough, a fine Mud 
ſettles in the loweſt Part of them, which 
will ſublide even from the cleareſt Wa- 
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ter; and at laſt, as it hardens, it will whol- 
ly fill up the Pipe: Therefore it will be ne- 
ceſſary now and then to open them at the 
loweſt Places, ſo as to make the Water 
run out with Violence, and it will bring 
out this Mud along with it, provided it be 
not yet petrify'd. 


And that if a Conduct Pipe is to be car- 
ried over ſome riſing Ground, there muſt 
be a ſmall Pipe ſolder'd to it in the higheſt 
Place with a Cock to it, that is to be open- 
ed now and then, to let out the Air; which 
being drawn down withthe Water, gathers 
together in the upper Patt of the Pipe, and 
being condens'd by the Water which com- 
preſſes it, comes out in Bubbles, and ftrikes 
ſometimes with ſach Violence againſt the 
Conduct Pipe, as to crack it, if it be not 
ſtrong enough to refiſt ; or breaks Pieces 
out, if it be made of any brittle Sub- 
ſtan ce. 


But for the Prevention of this, there are 
ſome Rules laid already down in the Chap- 


ter which relates to Pipes in the Beginning 


of this Treatiſe, which is, by ſoldering 
on of hanging Valves at certain Diſtances, 
which Valve hangs like the Lid of a 
Brandy Quartern, when there is no Water 
in the Pipes; but when the Water comes 
in, it will take the Sediment with it, and 
drive it and the Air on before, till the Pipe 
is ſcower'd and clean'd: And as ſoon as 
the Water advances on in the Pipe towards 
the Place where the Valve hangs, the Air 
(there being another Pipe ſolder'd on, which 
reaches quite up to the Top of the Ground 
that the Pipe is cover'd with) will by the 
ſuperior Force of the Water give Place, 
and take its Way out, giving the Water 
Room (without Interruption)to purſue its 
Courſe, and the Valve is thereby kept ſhut 
till the Water retires again, and comes no 
more. This I owe to Mr. Edwards. 


To goon: Marriotte, as to the Diſtribu- 
tion of Water; which is partly inſtrumen- 
tal, and partly numerical; which if any 
Learner would reduce to Exgliſo Meaſures, 
he muſt have Recourſe to the Beginning 
of this Fourth Book, p. 360, 361. where 
the Engliſh and French Mealures are (tated 
and compared one with another, 

| h But 
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at 


But for the better Catculation of the 


Diſtribution of Water to ſeveral Fountains 


or Houſes which will often want to be 
ſupply'd at one and the fame Time, the 
tollowing Method, which is entirely nu- 
merical, will (with humble Submiſſion to 
thoſe who like a mathematical Demon- 


ſtration better) be much ſhorter and ea- 


ſier. | 


Suppoſe then, that there is a Refer- 
voir which is to play ſeveral Fountains, 
or ſupply ſeveral Houſes at one and the 
{fame Time, the Pipes of which are to be 
of different Dimenſions, according to the 
Largeneſs of the Fountains or Houſes the 
Reſervoir is to ſupply: And let there be ſix 
Branches to go from the Main, of the fol- 
lowing Dimenſions ; one of 1 Inch Diame- 
ter, one of 13; one of 2, one of 22, one 
of 3, and one of 32, or of any Dimentions, 

In the firſt Place, you are to find out 
the ſuperficial Content of the Bores of all 
theſe Pipes added 1 or which being 

f 


multiplied as before directed, 
Inch. 
The Content of Pipe No 1 is I 
2 2 
3 4 
4 6 
F 9 
6 I2 


Which. added together, is 34 


Now to find out the Dimenſions of a 
Pipe of Conduct which is. to ſupply all 
theſe Pipes at one Time, you are to take 
the neareſt Square of 34 Foot, either by 
Rui es ſer down for that Purpoſe, or by 
the Table, which is to be found p. 377. of 
this 4th Book; where it will be ſeen, that 
the neareſt Square in whole Numbers is 
25 Inches : But then there is the Square of 
9 Inches more to find out, which is 108 
Parts, the Square whereof is eafily found 
out to be 10 Parts. See the Proof, 
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5 10 
5 IO 
5 Inches by 5 Inches, is 25 
Inches by 10 Parts, is 5 2 
5 Inches by 10 Parts, is 4 2 
10 Parts by 10 Parts, is 8 4 
34 00 4 


By which it appears, that the Diameter of 
ſuch a Pipe of Conduct is to be; Inches 
10 Parts: But if it is 6 Inches, or 6 to 4, 
the better, upon Account of the Sediment. 
Which is apt to happen in all Pipes; which, 
together with the impervious Air, Friction, 
Sc. will (as has been before prov'd) very 
muchimpede or hinder the Spouting of the 
Water. 


I might in this Place have added much 
more as to the Shape or Form of the Pipes 
at the Place where the Adjutage or Spout 
is join'd to them, and ot the different 
Sorts of Figures which the laſt are made 
of, to make the Water appear above in va» 
rious Figures, of all which Boller has 
produc'd a Number of Varieties; but as 
all theſe Gimcracks are now inagreatMea- 
ſure out of Uſe, and there being no particu- 
lar Shapes made uſe of, the Water riſing only 
in Columns or Mountains, out of ſingle large 
Adjutages, or out of an Adjutage which 
has one large Hole in the Middle, and ſe- 
veral ſmall Per forations or Holes, ſuch as 
is ſeen Fig. 20. Plate 3. no more need be 
added till we come to the Practice of Wa- 
ter-Works in the ſeveral beautiful Plates. 
that come from Italy and France, and 
which by and by follow. 


Fg. 20. Tab. prædic. is a ſmall Plan of 
the Head or End of an Adj utage, the Top. 
whereof is made of ſtrong Copper, of 1 
Foot Diameter, the middle Jet is 2 Inches, 
the ſecond Row 1 Inch,'the third Row 
2 an Inch, the ſourth or out-fide Row 2 
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Matter, the great Squabble amongſt the 
Philoſophers, of what compos'd, 177 

Momentum, (a Term much us'd in Alge- 
bra) 229, To als beis, 

Montfaucon, his Account of the Water- 
Works of Rome, 4.---Of Spain, ibid. 
Of Germany, ibid. Of [taly, 6 

Montes Lune, an Account of them, 66 

Moreland (Sir Samuel) his Improvements 

in Pump-Work, 7.112 BEG 

Moore (Sir Jonas) his Account of Weights 
and Meaſures, 384, & leq, 

* (Father) the Inventor of the 

liople, 198. Of the Dilatation of Air 
by it, 227.---His Account of the Com- 
preſſion of Air in a Wind Gun, 228 


N. 


Newton (Sir Iſaac) of the Reſiſtance of 
Fluids, 176. Multis aliis Locis. 

Newcomen (Mr.) his Improvement of the 
Fire Engine, 30 

Newſham (Mr.) an Account of his = 
gines. Vid. Notes on Book III. 

Nile, (the River of) its overflowing ac- 
counted for by Seneca, 66.— From o- 
thers of a later Date, ibid. 


O. 


O⁊onam ¶ Monſieur) his Definition of Hy- 
droſtaticks, Book II. 1.—His Miſtake 
in his Definition between Hydroſtaticks 
and Hydraulicks, 339 


P, 


Pipes for conducting Water, as noted from 
Fitravins, 115.---Earthen ones by Mr. 
Edwards and Mr. Mutchell, 116, & ſeq. 
---ElIm ones by Mr. Hewit, 118.--- 
Of Oak Boards, 67. Practiſed by the 
late Fohn-Kyrle Ernly, Eſq; 119, & 
ſeq. The Thickneſs of Lead Metal in 
Pipes, 124, 12F, 126 

Plato, (the learned Philoſopher) his Opi- 
nion of the Flux in the Refluxion of Ri- 
vers from the Sea, 75 

Plenum, the Notion conteſted amongft 
the Antients, x65. Deny'd by ſeveral 


of them and the Moderns, 168 
Pliny, his Account of Springs, 42, & ſeq. 
Plz (Dr.) his excellent Treatiſe de Ori- 

gine 


gine Fontium, 30. from Cardau, ibid. 
rom Hooks Lectures Cutlerian, ibid. 
from Peter Martyr, 31. from Vareni- 
a5, ibid. from Hirtus Pauſius, 34.—- 
from Cambden, ibid. - from Gafſendas, 
ibid. from Yaſconcellas, ibid. from 
Qumtus Curtius, 38. from Cardan, 
ib id. from Sir Robert Sibbald, ibid. 


from Sir James Ting, 39. ftom Sca- 


liger, ibid. from Strabo, 40 
Plutarch, his Account of Springs, 43 
Pamps (Water aſcending in them) nor 


owing its Riſe to Nature's Abhorrence 


of a Vacuum, 149. & alibi,---Lifting 
Pump, what, 305.---Sucking one de- 
ſcrib'd, ibid. Forcing one deſcrib'd, 
310. Double Pamp deſcrib'd, 312. 
Account of ſome Italian Pumps, 313 


R.. 


Reſervoirs (the Method of making them) 


„„. 

Ricciolns's Calculation of the Water pal- 
ſing through the Aariazick Sea, 26.--- 
Ot the /thmas of Painne, by ditto, ib. 
River (New) from Ware to London, de- 
ſcrib'd, 9g.—At Plymoanth, ibid. At 
Hampton-Court, Herefordſnire, 10.— 
Rivers of Italy, 1x.—Of England, a ge- 
neral Account of them, 12.—Of the 
e, ibid.—Of the Avon in Hampſhire 
and Warwickſhire, 12.—Of the Trent 
in Nottingham and Glaſter ſpire, 13, 14 
Roſelayn (the fine Ciſtetns there) by Mr. 
Maundrell, | 3 


S. 


Seine (the River of) a Calculation of the 
Water paſſing through it, 286 
Semiramis, (Queen). her great Underta- 
kings in Water-Works, 3 
Siphon, its Antiquity, Excellence, and 
Uſes, 294.— The Aſcent of Water thro 
it explain'd, without the help of a Va- 
cuum, 2 
Solidity, Extenſion, c. defin'd, 177, & ſeq. 
Springs, the different Hypotheſis's of the 
Learned concerning their Original, ſta- 
ted, 15 (viz.) that of Ariſtotle, ibid. 
—of Aquinos, ibid. —of Scaliger, ibid. 
of Faber, ibid. —of Bartholinus, ibid. 
of Hook, ibid. of Mariotte, 16, & ſeq. 
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Teverone (the Caſcades of it) id. Notes 


XX © " 


—of Dr. Halley, 17, & ſeq f N 
ibid. & ſeq.—of Mr. Der ban, Rap, —_ 
of Kohazlt, 28.—of Dr. Woodward 59 b 
& ſeq,of Dr. Barnet, 63.—Of ine 
Springs Which ſupply'd antient Rome. 
called the Aqua Maria, Clatdia, IH 
Tepula, Marcia & . Neroniaua, Aqua 
A 5 
Spring, (Irregular) a general Account of 
them, 63. of the Hangermore Slade, 64. 
—of the Weeding Well, 1. —of the 
2 Well in Datbyſhire, ibid— 
of the Lambourn Spring, 68 —of the 
Horary ene or Fountain in Spain, 65... 
—of the Kullen Spring in Hineſpire, ib. 


. 


on BoO0k IJ. 8 
Tivoli (in Lraly) the Water-Works of it, 
1 . 409, & leg. 
Torricelli, the Barometer improv d by him, 
and why 1o call'd, 181, & alibi, © 


| — 


Vacuum, an Introduction to it, 165. -The 
great Conteſts about it amongſt the An- 
tients, 166, & ſeg. Its different Poſiti- 

ons, as held by ſome of them, 171— 

Its diſſeminate or interſpers'd Property, 

173 —oncluſion, 18 
aſconcellus, an Account of his, concern- 
ing Springs, . a4 

Veliui (the famous Water-Fall) deſcrib'd 

by Mr. Addiſon. Vid. Notes on Book I. 

Vires inertie, What. 175, 176 


W. 


Vater, how diſcovered, 76, & ſeq.—Its 
good and bad Qualities, 82, & ſeq,» 
The Inſtruments proper for taking its 
Fall. 84, & ſeq.— How to adjuſt that 
Fall, 102.— The Dependance neceſſarx 
for it, 103.— Tables of the Height to 
which it will rife, 106.—Of Friction, 
and the Diminution and Decreaſe of 
Water in long Lengths, 108 
Water-Works of Alcinous, 2: —of Semi- 
ramis, 3. —of Solomon, ibid. —of the 
Freſcati and other Parts of 1zaly, 409.— 
ce, 408.—of London-Bridge, 33o. 
m, Zz f. —of Cbelſea, 323 
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